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Abrasion. 

Report on Methods of Testing Oxide Coat- 
ings on Aluminum. Report of Commit- 
tee B-7, Appendix II, 261. 

Tentative Methods of Test for: 

Abrasion of Coarse Aggregate by Use of 
the Los Angeles Machine, 801. 

Abrasion of Gravel by Use of the Deval 
Machine, 921. 

Abrasion Resistance of Rubber Com- 
pounds, 1134. 

Tentative Specifications for Paving Brick, 
740. 


Absorption Test. 

Tentative Methods of Testing 
Insulated Wire and Cable, 1166. 

Tentative Methods of Testing Sheet and 
Plate Materials Used in Electrical Insula- 
tion, 1027. 

Tentative Specifications and Methods of 
Test for Concrete Units for Non-Load- 
Bearing Masonry, 752. 

Tentative Specifications for: 

Insulated Wire and Cable: Class AO, 30 
per cent Hevea Rubber Compound, 
1070. 

Insulated Wire and Cable: Heat-Resist- 
ing Rubber Compound, 1096. 

Insulated Wire and Cable: Performance 
Rubber Compound, 1109. 


Accelerated Tests. 


See Abrasion; Aging Tests; Corrosion; 
Deterioration Test; Weathering. 
Accuracy. 


Rubber 


Round-Table Discussion on Precision and 
Accuracy. Summary of Proceedings of 
the Fortieth Annual Meeting, 3. 

Acidity. 
See Neutralization. 


Adhesion Test. 
Tentative Methods of Testing Films Depos- 
ited from Bituminous Emulsions, 955. 
Tentative Methods of Testing Rubber 
Hose, 1153. 


Admiralty Metal. 
Tentative Specifications for Copper and 
Copper-Alloy Seamless Condenser Tubes 
and Ferrule Stock, 684. 


Aggregates. 
Concrete and Concrete Aggregates. Report 
of Committee C-9, 311. 
Tentative Methods of Test for: 
Abrasion of Coarse Aggregate by Use of 
the Los Angeles Machine, 801. 
Abrasion of Gravel by Use of the Deval 
Machine, 921. 
Soundness of Aggregates by Use of Sodi- 
um Sulfate or Magnesium Sulfate, 304. 
Tentative Specifications for: 
Concrete Aggregates, 792. 
Lightweight Aggregate for Concrete, 798. 
Standard Sizes of Coarse Aggregates for 
Highway Construction, 918. 


Aging Tests. 
Tentative Method for Air Pressure Heat 

Test of Vulcanized Rubber, 1122. 

Tentative Methods of Testing Rubber In- 

sulated Wire and Cable, 1166. 

Tentative Specifications for: 

Insulated Wire and Cable: Class AO, 30 
per cent Hevea Rubber Compound, 
1070. 

Insulated Wire and Cable: Heat-Resist- 
ing Rubber Compound, 1096. 7 

Insulated Wire and Cable: Performance p 
Rubber Compound, 1109. 

Yield Point of Structural Steel. 

Research Committee, 87. 

101. 


Report of 
Discussion, 
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Alkalinity. 


See Neutralization. 


Alloy Steel. 


See also Steel. 

Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 164. 

Iron-Chromium, Iron-Chromium- Nickel 
and Related Alloys. Report of Commit- 
tee A-10, 153. 

Report of the Wire Test Committee. Re- 
port of Committee A-5, 117. Appendix, 
122. 

Report on Long-Time Creep Tests of 18 per 
cent Chromium, 8 per cent Nickel Steel 

and 0.35 per cent Carbon Steel. Report 

of Joint Research Committee on Effect of 

‘Temperature on the Properties of Metals, 

Appendix III, 178. 

Tentative Method of Test for Short-Time 
High-Temperature Tension ‘Tests of 
Metallic Materials, 1290. 

Tentative Revision of Standard Specifica- 
tions for Alloy-Steel Bolting Material for 
High-Temperature Service, 1306. 

Tentative Specifications for: 

Alloy-Steel Bolting Materials for High- 

Temperature Service from 750 to 1100 
F., Metal Temperatures, 616. 

-Carbon-Silicon-Steel Plates of Ordinary 
Tensile Ranges for Fusion-Welded 
Boilers and Other Pressure Vessels, 
565. 

-Chrome-Manganese-Silicon (CMS) Al- 
loy-Steel Plates for Boilers and Other 
Pressure Vessels, 572. 

-Low-Carbon-Nickel Steel Plates for Boil- 
ers and Other Pressure Vessels, 577. 

- Molybdenum-Steel Plates for Boilers and 
Other Pressure Vessels, 582. 

Seamless Alloy-Steel Pipe for Service at 
Temperatures from 750 to 1100 F., 622. 

Seamless Carbon-Molybdenum Alloy- 
Steel Pipe for Service at Temperatures 
from 750 to 1000 F., 633. 

Seamless Cold-Drawn Intermediate Al- 
loy-Steel Heat-Exchanger and Con- 
denser Tubes, 601. 

_ Seamless Intermediate Alloy-Steel Still 
Tubes for Refinery Service, 608. 
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Yield Strengths Corresponding to Sm; 
Percentages of Set. Report of Com: 


tee E-1, Appendix IT, 523. 


Alloys, Non-Ferrous. 

See also Aluminum; Brass; Bronze; Cop- 
per; Electrical Resistance and Heating 
Alloys; Magnesium; Zinc. 

Chemical Analysis of Metals. 
Committee E-3, 543. 

Copper and Copper Alloy Wires for Ek 
trical Conductors. Report of Committ, 
B-1, 193. 

Copper and Copper Alloys, Cast 
Wrought. Report of Committee B-5 
208. 

Corrosion of Non-Ferrous Metals and Al. 
loys. Report of Committee B-3, 201. 
Die-Cast Metals and Alloys. 

Committee B-6, 211. 

Electrical-Heating, Electrical-Resistar 
and Electric-Furnace Alloys. Report 
Committee B-4, 203. 

Fatigue of Metals. Report of the Researc! 
Committee, 157. 

Light Metals and 
Wrought. 
255. 

Modulus of Elasticity of Aluminum Allo 
by R. L. Templin and Sam Tour. Report 
of Committee B-7, Appendix I, 258. 


Report 


Report of 


Discussion, 207 


Alloys, Cast 
Report of Committee B-7 


Nomenclature for Various Ranges in Str 
in Fatigue. Report of Research Com- 
mittee on Fatigue of Metals, Appendi 
159. Discussion, 162. 

Non-Ferrous Metals and Alloys. Report of 
Committee B-2, 198. 

Report on Methods of Testing Oxide Coat- 
ings on Aluminum. Report of Commit- 
tee B-7, Appendix II, 261. 

Report on Usefulness and Limitation of 
Various Tests as Applied to Sheet Metal 
Report of Committee E-1, Appendix |, 
518. 

Spectrographic Analysis. 
mittee E-2, 528. 

Yield Strengths Corresponding to Small 
Percentages of Set. Report of Commit- 
tee E-1, Appendix II, 523. 
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Aluminum. 

Light Metals and Alloys, Cast and 
Wrought. Report of Committee B-7, 
255. 


Modulus of Elasticity of Aluminum Alloys, 
by R. L. Templin and Sam Tour. Report 
of Committee B-7, Appendix I, 258. 

Report on Methods of Testing Oxide Coat- 
ings on Aluminum. Report of Commit- 
tee B-7, Appendix IT, 261. 

Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 
Super-Purity Metals, by Thomas A. 
Wright. Report of Committee E-2, 

Appendix, 538. 
Tentative Method of Test for Short-Time 
High-Temperature Tension Tests of 
Metallic Materials, 1290. 
Tentative Specifications for: 
Aluminum-Base Alloy Die Castings, 705. 
Aluminum-Base Alloy Permanent Mold 
Castings, 674. 

Aluminum-Base Alloy Sand Castings, 
678. 

Aluminum-Base Alloys in Ingot Form for 
Permanent Mold Castings, 671. 

Aluminum-Base Alloys in Ingot Form for 
Sand Castings, 668. 


Analyses. 
See Chemical Methods of Analyses; Test- 
ing, Physical Methods of. 
(Methods of analyses, testing, etc., are also 
indexed under the materials and subjects 
covered by them.) 


Analysis Test Data. 
See Data, Presentation and Interpretation 
of. 


Annual Meeting. 

Annual Report of the Executive Commit- 
tee, 54, 

Eleventh Award of Charles B. Dudley 
Medal. Summary of the Proceedings of 
the Fortieth Annual Meeting, 21. 

Fuels of Today and Tomorrow. 
Address by the President, 
Fieldner, 31. 

~mmny of the Proceedings of the Fortieth 


Arno C. 
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Anodic Oxidation. 
Report on Methods of Testing Oxide Coat- 
ings on Aluminum. Report of Commit- 
tee B-7, Appendix II, 261. 


Anthracite. | 
See Coal. 
Anti-Fouling Pai Paints. 


Tentative Method of Routine Anz alysis of 
Dry Cuprous Oxide, 855. 


Antimony. 
Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 
Super-Purity Metals, by Thomas A. 
Wright. Report of Committee E-2, 
Appendix, 538. 


Apparatus. 
See Testing Apparatus. 


Arc-Welding Electrodes. 
Tentative Specifications for Iron and Steel 
Filler Metal (Arc-Welding Electrodes and 
Gas-Welding Rods), 589. 


Arsenical Copper. 
Tentative Specifications for Copper and 
Copper-Alloy Seamless Condenser Tubes 
and Ferrule Stock, 684. 


Asbestos. 
Tentative Definitions and Terms Relating 
to Textile Materials, 1243. 
Tentative Methods of Testing Sheet and 
Plate Materials Used in Electrical Insula- 


tion, 1027. 
Textile Materials. Report of Committee 
D-13, 481. 
Asphalt. 


Bituminous Waterproofing and Roofing 
Materials. Report of Committee D-8, 
413. 

Road and Paving Materials. 
Committee D-4, 395. 

Tentative Methods of Test for: 

Asphalt Roll Roofing, Cap Sheets, and 
Shingles, 957. 

Coarse Particles in Mixtures of Asphalt 
and Mineral Matter, 953. 

Solid Filling and Treating Compounds 
Used for Electrical Insulation, 988. 


Report of 
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Asphalt (Continued): 
Tentative Specifications for: 
Asphalt Cap Sheet Surfaced with Coarse 
Mineral Granules, 924. 
Asphalt for Damp-proofing and Water- 
proofing, 927. 
Asphalt for Use in Constructing Built-Up 
Roof Coverings, 930. 
Asphalt Roofing Surfaced with Coarse 
Mineral Granules, 933. 
Asphalt Roofing Surfaced 
Mineral Granules, 937. 
Asphalt Roofing Surfaced with Powdered 
Tale or Mica, 941. 
Asphalt Shingles Surfaced with Coarse 
Mineral Granules, 945. 
_ Atmospheric Exposure. 
_ See Corrosion; Weathering. 
_ Autoclave Test. 

Procedure for Making Autoclave Tests of 
Portland Cement Used as Basis of Com- 
parison in Current Cooperative Studies. 
Report of Committee C-1, Appendix I, 
290. 

Proposed Tentative Specifications and 
Methods of Test for Blended Cements. 
Report of Committee C-1, Appendix IT, 
291. 

Tentative Specifications for Glazed Build- 
ing Units, 736. 


with Fine 


B 

_ Barbed Wire. 

Report of the Wire Test Committee. 
port of Committee A-5, 117. 
122. 

Tentative Specifications for Zinc-Coated 
(Galvanized) Iron or Steel Barbed Wire, 
643. 

Bars. 

Tentative Revision of Standard Specifica- 
tions for Staybolt Wrought Iron, Hollow 
Rolled, 1310. 

Tentative Revision of Standard Specifica- 
tions for Staybolt Wrought Iron, Solid, 
1308. 

Tentative Specifications for: 

_ Alloy-Steel Bolting Materials for High- 

Temperature Service from 750 to 1100 

F., Metal Temperatures, 616. 


Re- 
Appendix, 
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Rolled Wrought-Iron Shapes and 
664. 
Single and Double Refined Wrought-Iron 
Bars, 649. 
Wrought-Iron Rivets and Rivet Rounds, 
659. 
Bend Testing. 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, 30 per cent Hevea 
Rubber Compound, 1070. 

Tentative Specifications for Rolled Zine, 
698. 

Bismuth. 

Report on Usefulness and Limitation 
Various Tests as Applied to Sheet Metals 
Report of Committee E-1, Appendix I, 
518. 

Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 
Super-Purity Metals, by Thomas A. Wright. 
Report of Committee E-2, Appendix, 538, 
Bituminous Coal. 4 
See Coal. > 
Bituminous Materials. 

See Asphalt; Petroleum Products; Timber 

Preservatives; Waterproofing. 


Blended Cements. 
Cement. Report of Committee C-1, 273. 
Proposed ‘Tentative Specifications and 
Methods of Test for Blended Cements. 
Report of Committee C-1, Appendix I], 
291. 
Block. 
Tentative Revisions of Standard Specifica- 
tions for: 
Block for Durax Granite Pavements, 1322. 
Block for Granite Block Pavements, 1322. 
Block for Recut Granite Block Pave- 
ments, 1322. 
Tentative Specifications and Methods ot 
Test for Concrete Units for Non-Load- 
Bearing Masonry, 752. 
Boiler Feedwater. 
Research. Report of Committee E-9, 54 
Boiler Materials. 
Tentative Revisions of Standard Specifica- 
tions for: 
Boiler and Firebox Steel for Locomotive, 
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High Tensile Strength Carbon-Steel 
Plates for Fusion-Welded Pressure 
Vessels (Plates over 2 in. to 4 in., 
Inclusive, in Thickness), 1304. 

High Tensile Strength Carbon-Steel 
Plates for Pressure Vessels (Plates 2 in. 
and Under in Thickness), 1303. 

Tentative Specifications for: 

Alloy-Steel Bolting Materials for High- 
Temperature Service from 750 to 1100 
F., Metal Temperatures, 616. 

Carbon-Silicon-Steel Plates of Ordinary 
Tensile Ranges for Fusion-Welded 
Boilers and Other Pressure Vessels, 565. 

Chrome-Manganese-Silicon (CMS) Alloy- 
Steel Plates for Boilers and Other Pres- 
sure Vessels, 572. 

Copper and Copper-Alloy Seamless Con- 
denser Tubes and Ferrule Stock, 684. 

Low-Carbon-Nickel Steel Plates for 
- Boilers and Other Pressure Vessels, 
577. 

-Molybdenum-Steel Plates for Boilers and 

Other Pressure Vessels, 582. 
Rolled Zinc, 698. 


_ Seamless Alloy-Steel Pipe for Service at 

_ Temperatures from 750 to 1100 F., 622. 
Seamless Carbon-Molybdenum Alloy- 
Steel Pipe for Service at Temperatures 


- from 750 to 1000 F., 633. 
Seamless Cold-drawn Intermediate Alloy- 
_ Steel Heat-Exchanger and Condenser 
Tubes, 601. 
Seamless Intermediate Alloy-Steel Still 
_ Tubes for Refinery Service, 608. 
_ Single and Double Refined Wrought-Iron 
Bars, 649. 

_Wrought-Iron Rivets and Rivet Rounds, 

‘ 659. 

Boiling Point Viscosity Number. 

Diesel-Fuel-Oil Classification. Report of 
Committee D-2, Appendix IV, 385. 

Bolting. 

Tentative Revision of Standard Specifica- 
tions for Alloy-Steel Bolting Material for 
High-Temperature Service, 1306. 

Tentative Specifications for Alloy-Steel 

_ Bolting Materials for High-Temperature 
Service from 750 to 1100 F., Metal 
Temperatures, 616. 


a 

Bomb Test. : 

See Aging Test. 
Braid. 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, 30 per cent Hevea 
Rubber Compound, 1070. 

Brass. 

Brass Die Castings, by J. C. Fox. Report 
of Committee B-6, Appendix I, 215. 

Tentative Method of Test for Short-Time 
High-Temperature Tension Tests of 
Metallic Materials, 1290. 

Tentative Specifications for Copper and 
Copper-Alloy Seamless Condenser Tubes 
and Ferrule Stock, 684. Ne», 

Brick. 

Brick. Report of Committee C3 , 300. 

Refractories. Report of Comenittes C-8, 
307. 

Tentative Methods of Test for Cold Crush- 


ing Strength and Modulus of Rupture of 


Refractory Brick and Shapes, 785. 

Tentative Specifications for: 

Building Brick (Made from Clay or. or 
Shale), 733. 
Glazed Building Units, 736. 
Paving Brick, 740. 
Sewer Brick (Made from Clay or Shale), 
749. 
Bronze. 

Tentative Method of Test for Short-Time 
High-Temperature Tension Tests of 
Metallic Materials, 1290. 

Tentative Revision of Standard Specifica- 
tions for Manganese-Bronze Ingots for 
Sand Castings, 1310. 

Tentative Revision of Standard Specifica- 
tions for Manganese-Bronze Sand Cast- 
ings, 1311. 

Tentative Specifications for Copper and 
Copper-Alloy Seamless Condenser Tubes 
and Ferrule Stock, 684. 

Yield Strengths Corresponding to Small 
Percentages of Set. Report of Commit- 
tee E-1, Appendix II, 523. 

Building Brick. 


ig 


Building Tile. 
See Tile. Tile. 
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Cable. 
Tentative Methods of Testing Rubber Insu- 


lated Wire and Cable, 1166. 


Tentative Methods of Testing Solid Filling 


and Treating Compounds Used for Elec- 
trical Insulation, 988. 
Tentative Specifications for: 

Insulated Wire and Cable: Class AO, 30 
per cent Hevea Rubber Compound, 
1070. 

Insulated Wire and Cable: Heat-Resist- 
ing Rubber Compound, 1096. 

Insulated Wire and Cable: Performance 
Rubber Compound, 1109. 


Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 
Super-Purity Metals, by Thomas A. Wright. 

Report of Committee E-2, Appendix, 538. 


Calcium Chloride. 


Tentative Revision of Standard Specifica- 
tions for Curing Portland-Cement Con- 
crete Slabs by Surface Application of 
Calcium Chloride, 1313. 

Tentative Revision of Standard Specifica- 
tions for Curing Portland-Cement Con- 


crete Slabs with Calcium-Chloride 
Admixture, 1312. 
ap Sheets. 


Tentative Methods of Testing Asphalt Roll 
Roofing, Cap Sheets, and Shingles, 957. 


Carpets. 


Tentative Methods of Testing Pile Floor 
Covering, 1235. 


Castings. 


See Alloy Steel; Aluminum; Brass; Bronze; 
Cast Iron; Copper; Die Castings; Malle- 
able Iron; Steel. 


Cast Iron. 


Cast Iron. 
Malleable Iron Castings. 
mittee A-7, 151. 


Report of Committee A-3, 109. 
Report of Com- 


Caustic Soda. 


Proposed Methods of Chemical Analysis of 
Special Detergents. Report of Commit- 
tee D-12, Appendix II, 477. 

Tentative Specifications for Caustic Soda, 
1260. 
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Cement. 


Cement Reference Laboratory. Report of 
Subcommittee, Committee C-1, 288, 
Cement. Report of Committee C-1, 273, 
Fineness. Report of Working Committee, 

Committee C-1, 280. 

Methods of Chemical Analysis of Portland 
Cement. Report of Working Commit. 
tee, Committee C-1, 284. 

Plastic’ Mortar Tests. Report of Working 
Committee, Committee C-1, 282. 

Procedure for Making Autoclave Tests of 

Portland Cement Used as Basis of Com. 
parison in Current Cooperative Studies, 
Report of Committee C-1, Appendix I, 
290. 
Proposed Tentative Specifications and 
Methods of Test for Blended Cements, 
Report of Committee C-1, Appendix II, 
291. 

Tentative Method of Chemical Analysis of 
Portland Cement, 717. 

Tentative Method of Test for Compressive 
Strength of Portland-Cement Mortars, 


726. 
Cetane Number. 


Diesel-Fuel-Oil Classification. Report of 
Committee D-2, Appendix IV, 385. 


C. F. R. Engine. 
Tentative Method of Test for Knock Char- 
acteristics of Motor Fuels, 879. 
Chain. 
Tentative Revision of Standard Specifica- 
tions for Iron and Steel Chain, 1307. 


Chemical Methods of Analyses. 


(Methods of chemical analysis of the ferrous 
and non-ferrous metals and alloys are 
issued collectively in a separate Society 
publication “ A.S.T.M. Methods of Chem- 
ical Analyses of Metals, 1936.”) 

Chemical Analysis of Metals. Report of 
Committee E-3, 543. 

Methods of Analysis of Paint Materials 
Report of Subcommittee VIII, Commit 
tee D-1, 353. 

Methods of Chemical Analysis of Portland 
Cement. Report of Working Committee, 


Committee C-1, 284. 
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Proposed Methods of Chemical Analysis of 
Special Detergents. Reports of Com- 
mittee D-12, Appendix II, 477. 

Proposed Methods of Chemical Analysis of 
Sulfonated (Sulfated) Oils. Report of 
Committee D-12, Appendix I, 457. 

Spectrographic Analysis. Report of Com- 
mittee E-2, 528. 

Tentative Method of Test for Volumetric 
Determination of Small Amounts of 
Copper in Textiles, 1240. 

Tentative Methods for the Identification of 
Fibers in Textiles and for the Quantita- 
tive Analysis of Textiles, 1174. 

Tentative Methods of Chemical Analysis of: 
Dry Cuprous Oxide, 855. 
Portland Cement, 717. 
Refractory Materials, 760. 
Soaps and Soap Products, 1266. 
Zinc Yellow Pigment (Zinc Chromate 

Yellow), 849. 
Tentative Methods of Testing: 
Asphalt Roll Roofing, Cap Sheets, and 
Shingles, 957. 
Certain Wool and Part Wool Fabrics, 
1231. 
Wool Felt, 1226. K 
Chromium-Nickel Alloys. 

Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 164. 

Electrical-Heating, Electrical-Resistance 
and Electric-Furnace Alloys. Report of 
Committee B-4, 203. Discussion, 207. 

Iron-Chromium, Iron-Chromium- Nickel 
and Related Alloys. Report of Commit- 
tee A-10, 153. 

Report on Long-Time Creep Tests of 18 per 
cent Chromium, 8 per cent Nickel Steel 
and 0.35 per cent Carbon Steel. Report 
of Joint Research Committee on Effect of 
Temperature on the Properties of Metals, 
Appendix III, 178. 

Tentative Specifications for Alloy-Steel 

Bolting Materials for High-Temperature 


‘Service from 750 to 1100 F., Metal Tem- 
peratures, 616. 
Chromium Pigments. 


aie Methods of Routine Analysis of 
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Zinc Yellow Pigment (Zinc Chromate 
Yellow), 849. 
Chromium Steel. 

Tentative Specifications for: 

Chrome-Manganese-Silicon (CMS) Alloy- 
Steel Plates for Boilers and Other Pres- 
sure Vessels, 572. 

Seamless Alloy-Steel Pipe for Service at 
Temperatures from 750 to 1100 F., 622. 

Seamless Cold-Drawn Intermediate Alloy- 
Steel Heat-Exchanger and Condenser 
Tubes, 601. 

Seamless Intermediate Alloy-Steel Still 
Tubes for Refinery Service, 608. 

Cinder Concrete Block. 

Tentative Specifications and Methods of 
Test for Concrete Units for Non-Load- 
Bearing Masonry, 752. 

Cinders. 

Tentative Specifications for Lightweight 

Aggregate for Concrete, 798. 
Clay Hollow Tile. 

See Tile. 

Coal. 

Classification of Coals, Report of Sectional 
Committee, 406. 

Coaland Coke. Report of Committee D-5, 
402. 

Fuels of Today and Tomorrow. Annual 
Address by the President, Arno C. Field- 
ner, 31. 

Tentative Methods of Test for: 

Drop Shatter Test for Coal, 820. 

Grindability of Coal by the Ball-Mill 
Method, 810. 

Grindability of Coal by the Hardgrove- 
Machine Method, 815. 

Tumbler Test for Coal, 827. 

Tentative Revision of Standard Method of 
Sampling Coal, 1325. 

Tentative Revision of Standard Methods of 
Laboratory Sampling and Analysis of 
Coal and Coke, 1326. 

Coarse Particles. 

Tentative Method of Test for Coarse Par- 
ticles in Mixtures of Asphalt and Mineral 
Matter, 953. 

Coke. 

Coal and Coke. 

402. 


Report of Committee D-5, 


of 
id 
t- 
ng 
of 2 
n- 
eS. 
I, 
nd 
ts, 
IT, 
of 
ive 
irs, 
of 
4j 
roUus 
are 
iety 
em- 
t of 
mit- > 
land 
ttee 


1336 


(Continued): 


Fuels of Today and Tomorrow. Annual 
Address by the President, Arno C. Field- 
ner, 31. 

Tentative Revision of Standard Methods of 
Laboratory Sampling and Analysis of 
Coal and Coke, 1326. 


Color. 


Tentative Method of Test for Spectral 
Apparent Reflectivity of Paints, 869. 

Tentative Revision of Standard Methods of 
Testing Electrical Insulating Oils, 1324. 

Tentative Specifications for Raw Soybean 
Oil, 860. 

Compression Testing. 

Plastic Mortar Tests. Report of Working 
Committee, Committee C-1, 282. 

A Study of Plastic Mortar Cubes, by H. W. 
Leavitt. Report of Committee C-9, 
Appendix, 321. 

Tentative Methods of Test for: 

Cold Crushing Strength and Modulus of 
Rupture of Refractory Brick and 
Shapes, 785. 

Compression Set of Vulcanized Rubber, 
1127. 

Compressive Strength 
Cement Mortars, 726. 

Sheet and Plate Materials Used in Elec- 
trical Insulation, 1027. 

Tentative Revision of Standard Method of 
Making and Storing Compression Test 
Specimens of Concrete in the Field, 1315. 

Tentative Specifications and Methods of 
Test for Concrete Units for Non-Load- 
Bearing Masonry, 752. 


of Portland- 


Concrete. 


Concrete and Concrete Aggregates. Report 
of Committee C-9, 311. 

Concrete Pipe. Report of Committee C-13, 
337. 

Plastic Mortar Tests. Report of Working 
Committee, Committee C-1, 282. 

Road and Paving Materials. Report of 
Committee D-4, 395. 

A Study of Plastic Mortar Cubes, by H. W. 
Leavitt. Report of Committee C-9, 
Appendix, 321. 

Tentative Method of Test for Soundness of 
Aggregates by Use of Sodium Sulfate or 
Magnesium Sulfate, 804. 
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Tentative Revision of Standard Method of 
Making and Storing Compression Tet 
Specimens of Concrete in the Field, 1315, 

Tentative Revisions of Standard Specifics. 

tions for: 

Concrete Sewer Pipe, 1311. 

Curing Portland-Cement Concrete Slabs 
by Surface Application of Calcium 
Chloride, 1313. 

Curing Portland-Cement Concrete Slabs 
with Calcium-Chloride Admixture. 
1312. 

Ready Mixed Concrete, 1313. 

Tentative Specifications for Concrete Ag- 
gregates, 792. 

Tentative Specifications for Lightweight 
Aggregate for Concrete, 798. 

Tentative Specifications and Methods of 
Test for Concrete Units for Non-Load- 
Bearing Masonry, 752. 


Condenser Tubes. 
Tentative Specifications for Copper and 
Copper-Alloy Seamless Condenser Tubes 
and Ferrule Stock, 684. 
Tentative Specifications for Seamless Cold- 
Drawn Intermediate Alloy-Steel Heat- 
Exchanger and Condenser Tubes, 601. 


Consistency. 

See also Viscosity. 

Symposium on Consistency: Critical Dis- 
cussion on Present-Day Practices in Con- 
sistency Measurement. Report of Com- 
mittee E-1, 512, 

Tentative Definitions of Terms Relating to 
Rheological Properties of Matter, 1300. 


Copper. 
See also Brass; Bronze. 
Copper and Copper Alloys, Cast and 
Wrought. Report of Committee B-5, 
208. 

Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 
Super-Purity Metals, by Thomas A. Wright. 

Report of Committee E-2, Appendix, 538. 
Tentative Method of Test for Short-Time 
High-Temperature Tension Tests of 
Metallic Materials, 1290. 
Tentative Specifications for: 
Copper and Copper-Alloy Seamless Con- 
denser Tubes and Ferrule Stock, 65+ 
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Copper-Silicon Alloy Wire for 
Purposes, 689. 

Hard-Drawn Copper Alloy Wires for 
Electrical Conductors, 693. 


An, 


veneral 


Copper-Bearing Steel. 

Corrosion of Iron and Steel. 
Committee A-5, 111. 

Report of the Wire Test Committee. Re- 
port of Committee A-5, 117. Appen- 
dix, 122. 

Tentative Specifications for Zinc-Coated 
(Galvanized) Iron or Steel Barbed Wire, 
643. 

Tentative Specifications for Zinc-Coated 
(Galvanized) Iron or Steel Farm-Field 
and Railroad Right-of-Way Wire Fenc- 
ing, 646. 


Report of 


Copper-Covered Steel. 
Report of the Wire Test Committee. 
Report of Committee A-5, 117. Appen- 
dix, 122. 


Copper in Textiles. 
Tentative Method of Test for Volumetric 
Determination of Small Amounts of 

Copper in Textiles, 1240. 


Copper Wire. 

Copper and Copper Alloy Wires for Elec- 
trical Conductors. Report of Com- 
mittee B-1, 193. 

Tentative Methods of Testing Rubber 
Insulated Wire and Cable, 1166. 

Tentative Specifications for: 

Copper-Silicon Alloy Wire for General 
Purposes, 689. 

Hard-Drawn Copper Alloy Wires for 
Electrical Conductors, 693. 

Insulated Wire and Cable: Class AO, 
30 per cent Hevea Rubber Compound, 
1070. 

Insulated Wire and Cable: Heat-Resist- 

_ ing Rubber Compound, 1096. 

Insulated Wire and Cable: Performance 

Rubber Compound, 1109. 

Corrosion. 

See also Weathering. 

Corrosion of Iron and Steel. 
Committee A-5, 111. 

Corrosion of Non-Ferrous Metals and 

i Alloys. Report of Committee B-3, 201. 


Report of 


Iron-Chromium, Iron-Chromium- Nickel 
and Related Alloys. Report of Commit- 
tee, A-10, 153. 

Report of the Wire Test Committee. 
port of Committee A-5, 117. 
122. 

Research. Report of Committee E-9, 549. 

Symposium on Corrosion Testing Proced- 
ures. Report of Committee A-5, 115. 


Cotton and Cotton Products. 
Tentative Definitions and Terms Relating 

to Textile Materials, 1243. 

Tentative Methods of Test for: 

Identification of Fibers in Textiles and 
for the Quantitative Analysis of Tex- 
tiles, 1174. 

Properties of Cotton Fibers, 1189. 

Volumetric Determination of Small 
Amounts of Copper in Textiles, 1240. 

Tentative Revision of Standard Methods of 
Testing and Tolerances for Tire Cord, 
Woven and on Cones, 1323. 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, 30 per cent Hevea 
Rubber Compound, 1070. 

Tentative Specifications for Insulated Wire 
and Cable: Performance Rubber Com- 
pound, 1109. 

Textile Materials. 
D-13, 481. 


Cotton Fibers. 

Tentative General Methods of Test for 
Properties of Cotton Fibers, 1189. 
Creep Tests. 
See also Temperature, Effect of. 
Discrepancies in the Load-Carrying Abili- 
ties of Carbon Steels at 850 F., by H. W. 
Gillett. Report of Joint Research Com- 
mittee on Effect of Temperature on the 
Properties of Metals, Appendix IV, 187. 
Discussion, i 32. 

Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 


Re- 
Appendix, 


Report of Committee 


mittee, 164. 

Report on Long-Time Creep Tests of 18 
per cent Chromium, 8 per cent Nickel 
Steel and 0.35 per cent Carbon Steel. 
Report of Joint Research Committee on 
Effect of Temperature on the Properties 
of Metals, Appendix III, 178. 
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_ Creep Tests (Continued): 

Report on Usefulness and Limitation of 
Various Tests as Applied to Sheet Metals. 
Report of Committee E-1, Appendix I, 
518. 

Creosote. 

Tentative Method of Test for Tar Acids in 
Creosote and Creosote - Coal Tar Solu- 
tions, 832. 

Tentative Specifications for Creosote for 
Priming Coat with Coal-Tar Pitch in 
Damp-proofing and Waterproofing, 951. 

3 Crushing Strength. 
See Compression Testing. 
Cubes. 

Plastic Mortar Tests. Report of Working 
Committee, Committee C-1, 282. 

A Study of Plastic Mortar Cubes, by H. W. 
Leavitt. Report of Committee C-9, 
Appendix, 321. 

Culvert Pipe. 

Concrete Pipe. Report of Committee C-13, 

337. 


Cupping Tests. 

Report on Usefulness and Limitation of 
Various Tests as Applied to Sheet Metals. 
Report of Committee E-1, Appendix I, 
518. 

-Cuprous Oxide. 

Tentative Method of Routine Analysis of 
Dry Cuprous Oxide, 855. 

Tentative Revision of Standard Specifica- 
tions for Curing Portland-Cement Con- 
crete Slabs by Surface Application of 
Calcium Chloride, 1313. 

Tentative Revision of Standard Specifica- 
cations for Curing Portland-Cement Con- 
crete Slabs with Calcium-Chloride Ad- 
mixture, 1312. 


D 
Damp-Proofing. 
See Waterproofing. 


Data, Presentation and Interpretation of. 
Methods of Testing. Report of Committee 
E-1, 508. 
A Study of Plastic Mortar Cubes, by H. W. 
Leavitt. Report of Committee C-9, 
Appendix, $21. 


= 
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Definitions of Terms. 
See Nomenclature. 


Deleterious Substances. 


Tentative Specifications for Concrete Ag. 


gregates, 792. 
Detergents. 
See Soaps and Detergents. 
Deterioration Test. 

See also Aging Tests. 

Tentative Methods of Test for Changes in 
Properties of Rubber and Rubber-Like 
Materials in Liquids, 1148. 

Deval Abrasion Test. 

Tentative Method of Test for Abrasion of 

Gravel by Use of the Deval Machine, 921. 
Die Castings. 

Brass Die Castings, by J. C. Fox. Report 
of Committee B-6, Appendix I, 215. 

Die-Cast Metals and Alloys. Report of 
Committee B-6, 211. 

A Study of Die Design Changes for the Im- 
provement of the Soundness and Uni- 
formity of Test Bars, by G. L. Werley. 
Report of Committee B-6, Appendix II, 
223. 

Tentative Specifications for Aluminum- 
Base Alloy Die Castings, 705. 

Tentative Specifications for Magnesium- 
Base Alloy Die Castings, 708. 

Dielectric Strength. 

Report on Methods of Testing Oxide Coat- 
ings on Aluminum. Report of Commit- 
tee B-7, Appendix II, 261. 

Significance of Tests of Electrical Insulating 
Materials. Report of Committee D-9, 
Appendix IT, 436. 

Tentative Methods of ‘Testing: 

Flexible Varnished Tubing Used for 
Electrical Insulation, 1056. 

Pin-Type, Lime Glass Insulators, 1008. 

Solid Filling and Treating Compounds 
Used for Electrical Insulation, 988. 

Varnished Cloths and Varnished Cloth 
Tapes Used in Electrical Insulation, 
1047. 

Tentative Specifications for Rubber Gloves 
for Electrical Workers on Apparatus or 
Circuits not Exceeding 3000 Volts 
Ground, 1062. 
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Diesel Fuel Oil. 

Diesel-Fuel-Oil Classification. Report of 

Committee D-2, Appendix IV, 385. 
Distillation. 

Tentative Method of Test for Distillation 

of Plant Spray Oils, 875. 
Dropping Point Test. 

Proposed Method of Test for Dropping 
Point of Lubricating Greases. Report of 
Committee D-2, Appendix I, 373. 

Ductility Test. 

Tentative Specifications for Rolled Zinc, 

698. 


Dudley Medal. 
Eleventh Award of Charles B. Dudley 
Medal. Summary of the Proceedings of 
the Fortieth Annual Meeting, 21. 


E 
Effect of Temperature. 
See Temperature, Effect of. : 


Elasticity. 
Modulus of Elasticity of Aluminum Alloys, 
by R. L. Templin and Sam Tour. Report 
_ of Committee B-7, Appendix I, 258. 

Electrical Flashover Test. 

Tentative Method of Testing Pin-Type, 
Lime Glass Insulators, 1008. 

Electrical Insulating Materials. 

See Insulating Materials. 


Electrical Resistance and Heating Alloys. 
Electrical-Heating, Electrical-Resistance 
and Electric-Furnace Alloys.’ Report of 
Committee B-4, 203. Discussion, 207. 
Tentative Method of Test for Flexivity of 
Thermoflex (Thermostatic Metals), 711. 
Tentative Method of Test for Short-Time 
High-Temperature Tension Tests of 
Metallic Materials, 1290. 
Emulsions. 
Tentative Methods of Testing Films De- 
posited from Bituminous Emulsions, 955. 
Executive Committee. 


Annual Report of the Executive Commit- 
tee, 54. 


Exhibit, Testing Apparatus. 


Summary of Proceedings of the Fortieth 
Annual Meeting, 1 1. 


— 


Exposure Tests. 
See Corrosion; Weathering. 
Extraction, Methods of. 
Tentative Methods of Testing paren Roll 


Roofing, Cap Sheets, and Shingles, 957. 


F 
Fatigue. 

Fatigue of Metals. 
Committee, 157. 

Nomenclature for Various Ranges in Stress 
in Fatigue. Report of Research Com- 
mittee on Fatigue of Metals, Appendir, 
159. Discussion, 162. 

Report on Usefulness and Limitation of 
Various Tests as Applied to Sheet Metals. 
Report of Committee E-1, Appendix I, 
518. 


Felt. 


Report of the er 


Roofing, Cap Sheets, and Shingles, 957. 
Tentative Methods of Testing Wool Felt, 
1226. 
Tentative Specifications for: 

Asphalt Roofing Surfaced with Coarse 
Mineral Granules, 933. 

Asphalt Roofing Surfaced with Fine 
Mineral Granules, 937. 

Asphalt Roofing Surfaced with Powdered 
Talc or Mica, 941. 

Asphalt Shingles Surfaced with Coarse 
Mineral Granules, 945. 

Fencing. 

Report of the Wire Test Committee. 
port of Committee A-5, 117. 
122. 

Tentative Specifications for Zinc-Coated 
(Galvanized) Iron or Steel Barbed Wire, 
643. 

Tentative Specifications for Zinc-Coated 
(Galvanized) Iron or Steel Farm-Field 
and Railroad Right-of-Way Wire Fenc- 
ing, 646. 

Ferro-Alloys. 

Chemical Analysis of Metals. Report of 

Committee E-3, 543. 
Ferrule Stock. 
Tentative Specifications for Copper and 


— Rest Methods of Testing Asphalt Roll 


Re- 
Appendix, 
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and Ferrule Stock, 684. 
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Fibers. 
Tentative Methods of Test for: 
Identification of Fibers in Textiles and 
for the Quantitative Analysis of Tex- 
tiles, 1174. 
Properties of Cotton Fibers, 1189. 
Rayon, 1202. 


“4 Filler Metal. 


Tentative Specifications for Iron and Steel 

Filler Metal (Arc-Welding Electrodes and 

Gas-Welding Rods), 589. 

inances. 

Annual Report of the Executive Commit- 
tee, 54. 

Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 164. 

Fineness Modulus. 
Tentative Specifications for Concrete Ag- 
gregates, 792. 
Fineness Test. 

Fineness. Report of Working Committee, 
Committee C-1, 280. 

Tentative General Methods of Test for 
Properties of Cotton Fibers, 1189. 

Tentative Specifications and Methods of 

; Test for Fineness of Wool Tops, 1218. 


Firebox Plate. 
Tentative Revisions of Standard Specifica- 
tions for: 

Boiler and Firebox Steel for Locomotives, 
1303. 

High Tensile Strength Carbon-Steel 
Plates for Fusion-Welded Pressure 
Vessels (Plates over 2 in. to 4 in., 
Inclusive, in Thickness), 1304. 

High Tensile Strength Carbon-Steel 
Plates for Pressure Vessels (Plates 2 in. 
and Under in Thickness), 1303. 

Tentative Specifications for: 

Carbon-Silicon-Steel Plates of Ordinary 
Tensile Ranges for Fusion-Welded 
Boilers and Other Pressure Vessels, 
565. 

Chrome-Manganese-Silicon (CMS) Al- 
loy-Steel Plates for Boilers and Other 
Pressure Vessels, 572. 

Low-Carbon-Nickel Steel Plates for Boil- 
ers and Other Pressure Vessels, 577. 
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Molybdenum-Steel Plates for Boilers and 


Other Pressure Vessels, 582. 
Fire Tests. 


Fire Brick. 

See Refractories. 

Fire Tests of Materials and Constructior 
Report of Committee C-5, 305. 

Tentative Methods of Testing Flexible 
Varnished Tubing Used for Electrical 
Insulation, 1056. 

Tentative Specifications for Fire-Retardant 
Properties of Wood for Scaffolding and 
Shoring, 756. 


Flanges. 
Tentative Specifications for: 

Alloy-Steel Bolting Materials for High- 
Temperature Service from 750 to 1100 
F., Metal Temperatures, 616. 

Carbon-Silicon-Steel Plates of Ordinary 
Tensile Ranges for Fusion-Welded 
Boilers and Other Pressure Vessels, 
565. 

Low-Carbon-Nickel Steel Plates for Boil- 
ers and Other Pressure Vessels, 577. 

Molybdenum-Steel Plates for Boilers and 
Other Pressure Vessels, 582. 


Flexivity Test. 
Tentative Method of Test for Flexivity of 
Thermoflex (Thermostatic Metals), 711. 


Flexure Testing. 

Tentative Methods of Test for Cold Crush- 
ing Strength and Modulus of Rupture of 
Refractory Brick and Shapes, 785. 

Tentative Methods of Testing Sheet and 
Plate Materials Used in Electrical Insula- 
tion, 1027. 


Floor Coverings. 
Tentative Methods of Testing Pile Floor 
Covering, 1235. 


Floor Tile. 
See Tile. 


Flow Test. 
Tentative Methods of Testing Films De 
posited from Bituminous Emulsions, 955. 


Foots Determination. 
Tentative Specifications for Raw Soybean 
Oil, 860. 
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Forgings. 
Tentative Revision of Standard Specifica- 
tions for Wrought-Iron Rolled or Forged 
Blooms and Forgings, 1308. 


Friability Test. 
Tentative Method of Drop Shatter Test for 

Coal, 820. 
Tentative Method of Tumbler Test for 

Coal, 827. 


Fuel Oil. 
Diesel-Fuel-Oil Classification. 


Gasoline. 

Fuels of Today and Tomorrow. 
Address by the President, 
Fieldner, 31. 

Natural Gasoline. Report of Subcom- 
mittee X XII, Committee D-2, 369. 

Tentative Method for Conversion of Kine- 
matic Viscosity to Saybolt Universal 
Viscosity, 911. 

Tentative Methods of Test for: 

Kinematic Viscosity, 900. 
Knock Characteristics of Motor Fuels, 
879. 


Annual 
Arno C. 


Report o 
Committee D-2, Appendix IV, 385. Vapor Pressure of Petroleum Products 


Annual 
Arno C. 


Fuels of Today and Tomorrow. 
Address by the President, 
Fieldner, 31. 

Tentative Method for Conversion of Kin- 
ematic Viscosity to Saybolt Universal 
Viscosity, 911. 

Tentative Methods of Test for Kinematic 
Viscosity, 900. 

Tentative Standard Viscosity-Temperature 
Charts for Liquid Petroleum Products, 


Fuels. 
See Coal; Coke; Gaseous Fuels; Petro- 
leum Products. 


Galvanizing. 

Corrosion of Iron and Steel. 
Committee A-5, 111. 

Report of the Wire Test Committee. 
port of Committee A-5, 117. 
122. 

Tentative Specifications for Zinc-Coated 
(Galvanized) Iron or Steel Barbed Wire, 
643. 

Tentative Specifications for Zinc-Coated 
(Galvanized) Iron or Steel Farm-Field 
and Railroad Right-of-Way Wire Fenc- 


Report of 


Re- 
Appendix, 


Gaseous Fuels. 

Fuels of Today and Tomorrow. Annual 

Address by the President, Arno C. 
Fieldner, 31. 


Gaseous Fuels. Report of Committee D-3, 


(Reid Method), 888. 
Tentative Specifications for Gasoline, 872. 
Tentative Standard Viscosity-Temperature 
Charts for Liquid Petroleum Products, 
914. 


Gas-Welding Rods. 
Tentative Specifications for Iron and Steel 
Filler Metal (Arc-Welding Electrodes and 
Gas-Welding Rods), 589. 


Geer Oven Test. 
See Aging Test. 
Glass. 
Tentative Method of Testing Pin-Type, 
Lime Glass Insulators, 1008. 


Glazed Building Units. 
Tentative Specifications for Glazed Build- 
ing Units, 736. 


Gloves. 

Tentative Specifications for Rubber Gloves 
for Electrical Workers on Apparatus or 
Circuits not Exceeding 3000 Volts to 
Ground, 1062. 


Gold. 
Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 
Super-Purity Metals, by Thomas A. Wright. 
Report of Committee E-2, Appendix, 538. 
Grain Size. 
See Metallography. 


Granite Block. 
See Block; Stone. 


Granular Mineral Surfacing. 
See Mineral Surfacing Material. 
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Gravel. 
Tentative Methods of Test for: 

Abrasion of Coarse Aggregate by Use of 
the Los Angeles Machine, 801. 

Abrasion of Gravel by Use of the Deval 
Machine, 921. 

Soundness of Aggregates by Use of 
Sodium Sulfate or Magnesium Sulfate, 
804. 

Tentative Specifications for Concrete Ag- 

gregates, 792. 

Tentative Specifications for Standard Sizes 
of Coarse Aggregates for Highway Con- 

struction, 918. 


Gray Iron. 
See Cast Iron. 


Grease. 
Proposed Method of Test for Dropping 
Point of Lubricating Greases. Report of 
Committee D-2, Appendix I, 373. 


_ Grindability Test. 
Tentative Method of Test for Grindability 
of Coal by the Ball-Mill Method, 810. 
Tentative Method of Test for Grindability 
of Coal by the Hardgrove-Machine 
Method, 815. 


Gypsum. 


Gypsum. Report of Committee C-11, 335. 


Report on Usefulness and Limitation of 
Various Tests as Applied to Sheet Metals. 
Report of Committee E-1, Appendix I, 
518. 

Tentative Methods of Testing Sheet and 

J Plate Materials Used in Electrical Insu- 


H 
Hardness Testing. 
“a 


lation, 1027. 


_ Heat-Resistant Alloys. 
See Electrical Resistance and Heating 
Alloys. 


Heat Treatment. 
Tentative Specifications for: 
Aluminum-Base Alloy Permanent Mold 
Castings, 674. 
_ Aluminum-Base Alloy Sand Castings, 
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Carbon-Silicon-Steel Plates of Ordinary 
Tensile Ranges for Fusion-Welde 
Boilers and Other Pressure Vessels, 
565. 


Hiding Power. 

Methods of Analysis of Paint Materials, 
Report of Subcommittee VIII, Com. 
mittee D-1, 353. 

Tentative Method of Test for Relative Dry 
Hiding Power of Paints, 866. 

Tentative Method of Test for Relative Dry 
Hiding Power of White Pigments, 844. 


High Temperature Materials and Tests. 

_ Discrepancies in the Load-Carrying Abili- 
ties of Carbon Steels at 850 F., by H. W. 
Gillett. Report of Joint Research Com- 
mittee on Effect of Temperature on the 
Properties of Metals, Appendix IV, 187. 
Discussion, 192. 

Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 164. 

Proposed Revision of Tentative Method of 
Test for Short-Time High-Temperature 
Tension Tests of Metallic Materials 
(E 21-—34T). Report of Joint Research 
Committee on Effect of Temperature on 
the Properties of Metals, Appendix |, 
173. 

Report on Long-Time Creep Tests of 18 
per cent Chromium, 8 per cent Nickel 
Steel and 0.35 per cent Carbon Steel. 
Report of Joint Research Committee on 
Effect of Temperature on the Properties 
of Metals, Appendix III, 178. 

Tentative Method of Test for Flexivity of 
Thermoflex (Thermostatic Metals), 711 

Tentative Method of Test for Short-Tim 
High-Temperature Tension Tests o 
Metallic Materials, 1290. 

Tentative Revision of Standard Specifica- 
tions for Alloy-Steel Bolting Material for 
High-Temperature Service, 1306. 

Tentative Specifications for: 
Alloy-Steel Bolting Materials for High- 

Temperature Service from 750 to 110 

F., Metal Temperatures, 616. 
Seamless Alloy-Steel Pipe for Service # 

‘Temperatures from 750 to 1100 F., 622. 
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Seamless Carbon-Molybdenum Alloy- 
Steel Pipe for Service at Temperatures 
from 750 to 1000 F., 633. 

Seamless Cold-Drawn Intermediate 
Alloy-Steel Heat-Exchanger and Con- 
denser Tubes, 601. 

Seamless Intermediate Alloy-Steel Still 
Tubes for Refinery Service, 608. 

Hollow Tile. 

See Tile. 

Honorary Membership Awards. 

Award of Honorary Memberships. Sum- 
mary of Proceedings of the Fortieth 
Annual Meeting, 3. 

Hose. 


Tentative Methods of Testing atiee 


Hose, 1153. 


Hydrostatic Test. oa 


Tentative Methods of Testing Rubber 
Hose, 1153. 


Ignition Quality. 
Diesel-Fuel-Oil Classification. Report of 
Committee D-2, Appendix IV, 385. 
Immaturity Count. 
Tentative General Methods of Test for 
Properties of Cotton Fibers, 1189. 


Immersion Tests. 
Corrosion of Iron and Steel. 
Committee A-5, 111. 


Report of 


Impact Test. 

Report on Usefulness and Limitation of 
Various Tests as Applied to Sheet Metals. 
Report of Committee E-1, Appendix I, 
518. 


Significance of Tests of Electrical Insulat- 
ing Materials. Report of Committee 
D-9, Appendix II, 436. 

A Study of Die Design Changes for the 
Improvement of the Soundness and Uni- 
formity of Test Bars, by G. L. Werley. 
Report of Committee B-6, Appendix IT, 
223. 

Tentative Method of Drop Shatter Test 
for Coal, 820. 

Industrial Waters. 
See Boiler Feedwater; Water. 
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Insulating Materials. 
Electrical Insulating Materials. 

Committee D-9, 424. 

Proposed Revisions in Standards for Elec- 
trical Insulating Materials. Report of 

Committee D-9, Appendix I, 430. 

Significance of Tests of Electrical Insulating 
Materials. Report of Committee D-9, 
Appendix II, 436. 

Tentative Methods of Testing: 

Flexible Varnished Tubing Used for Elec- 
trical Insulation, 1056. 

Insulation Resistance of Electrical Insu- 
lating Materials, 1016. 

Pin-Type, Lime Glass Insulators, 1008. 

Rubber Insulated Wire and Cable, 1166. 

Sheet and Plate Materials Used in Elec- 
trical Insulation, 1027. 

Shellac Used for Electrical Insulation, 
1041. 

Solid Filling and Treating Compounds 
Used for Electrical Insulation, 988. 

Varnished Cloths and Varnished Cloth 
Tapes Used in Electrical Insulation, 
1047. 

Tentative Revision of Standard Methods of 

Testing Electrical Insulating Oils, 1324. 

Tentative Revision of Standard Methods of 
Testing Electrical Porcelain, 1324. 

Tentative Specifications for: 

Black Bias-Cut Varnished Cloth Tape 
Used for Electrical Insulation, 979. 

Flexible Varnished Tubing Used in Elec- 
trical Insulation, 985. 

Insulated Wire and Cable: Class AO, 30 
per cent Hevea Rubber Compound, 
1070. 

Insulated Wire and Cable: Heat-Resist- 
ing Rubber Compound, 1096. 

Insulated Wire and Cable: 
Rubber Compound, 1109. 

Phenolic Laminated Sheet for Radio 
Applications, 973. 

Rubber Gloves for Electrical Workers on 
Apparatus or Circuits not Exceeding 
3000 Volts to Ground, 1062. 


Iodine Number. 
Tentative Specifications for Raw Soybean 
Oil, 860. 
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Tron. 

See also Alloy Steel; Cast Iron; Malleable 
Iron; Steel; Wrought Iron. 

Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 

Super-Purity Metals, by ‘lhomas A. 
Wright. Report of Committee E-2, 
Appendix, 538. 


Iron-Chromium-Nickel Alloys. 
See Alloy Steel; Chromium-Nickel Alloys. 


K 


Kinematic Viscosity. 

Method for Converting Kinematic Vis- 
cosity to Saybolt Universal Viscosity, by 
C. E. Headington and J. C. Geniesse. 
Report of Committee D-2, Appendix III, 
380. 

Tentative Method for Conversion of Kine- 
matic Viscosity to Saybolt Universal 
Viscosity, 911. 

Tentative Methods of Test for Kinematic 
Viscosity, 900. 

Tentative Standard Viscosity-Temperature 
Charts for Liquid Petroleum Products, 
914. 


4 Knock Characteristics. 
Tentative Method of Test for Knock Char- 
acteristics of Motor Fuels, 879. 


L 


Laboratory Inspection. 
Cement Reference Laboratory. Report of 
Subcommittee, Committee C-1, 288. 


Lacquers. 

Paint, Varnish, Lacquer, and Related 
Products. Report of Committee D-1, 
339 

Lead. 


Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 
Super-Purity Metals, by Thomas A. 
Wright. Report of Committee E-2, 
Appendix, 538. 
_ Lead-Coated Steel. 
Report of the Wire Test Committee. 
Report of Committee A-5, 117. Appen- 
dix, 122. 
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Life Tests. 
See Aging Test. 
Light Metals. 
See Aluminum; Magnesium. 
Lightweight Aggregates. 
Tentative Specifications for Lightweight 
Aggregate for Concrete, 798. 
Lithopone. 
Tentative Method of Test for Relative Dr 
Hiding Power of White Pigments, 844. 
Tentative Revision of Standard Specifiea- 
tions for Lithopone, 1316. 
Los Angeles Abrasion Test. 
Tentative Method of Test for Abrasion of 
Coarse Aggregate by Use of the Lo 
Angeles Machine, 801. 


Lubricants. 
See Petroleum Products. | 
M 
Magnesium. 


Light Metals and Alloys, Cast and Wrought. 
Report of Committee B-7, 255. 

Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 

Super-Purity Metals, by Thomas A. 
Wright. Report of Committee E-2, 
Appendix, 538. 

Tentative Specifications for Magnesium- 
Base Alloy Die Castings, 708. 

Magnesium Pigments. 

Tentative Specifications for 
Magnesium Pigment, 840. 

Tentative Specifications for Zinc Sulfide 
Magnesium Pigment, 842. 

Magnesium Sulfate Test. 

Tentative Method of Test for Soundness of 
Aggregates by Use of Sodium Sulfate or 
Magnesium Sulfate, 804. 

Malleable Iron. 

Malleable Iron Castings. 

mittee A-7, 151. 
Manganese. 

Methods of Chemical Analysis of Portland 
Cement. Report of Working Commit 
tee, Committee C-1, 284. 

Manganese Bronze. 

Tentative Revision of Standard Specifica- 
tions for Manganese-Bronze Ingots fur 
Sand Castings, 1310. 


Titanium- 


Report of Com- 
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T entative Revision of Standard Specifica- 
tions for Manganese-Bronze Sand Cast- 
ings, 1311. 

Masonry Building Units. 
See also Brick; Tile. 
Brick. Report of Committee Cc 3, 300. 
Hollow Masonry Building Units. Report 
of Committee C-10, 333. 
Tentative Specifications and Methods of 
ry Test for Concrete Units for Non-Load- 
Bearing Masonry, 752. 
Mechanical Analysis. 
Tentative Methods of Test for: 

Coarse Particles in Mixtures of Asphalt 
and Mineral Matter, 953. 

_ Drop Shatter Test for Coal, 820. 

- Sieve Analysis of Granular Mineral Sur- 
facing for Asphalt Roofing and 
Shingles, 965. 

Sieve Analysis of Non-Granular Mineral 
Surfacing for Asphalt Roofing and 
Shingles, 969. 

Tumbler Test for Coal, 827. 

Tentative Specifications for Concrete Ag- 
gregates, 792. 

Tentative Specifications for Standard Sizes 


" of Coarse Aggregates for Highway Con- 
struction, 918. 
Medal Award. 
o Eleventh Award of Charles B. Dudley 
Medal. Summary of the Proceedings of 
m the Fortieth Annual Meeting, 21. 
Membership. 
de Annual Report of the Executive Commit- 
| tee, 54. 
Metallography. 
™ Metallography. Report of Committee E-4 
546. 
Report on Methods of Testing Oxide Coat- 
ings on Aluminum. Report of Commit- 
as tee B-7, Appendix II, 261. 
A Study of Die Design Changes for the 
Improvement of the Soundness and 
= | Uniformity of Test Bars, by G. L. 
-Werley. Report of Committee B-6, 
= _ Appendix IT, 223. 
Methods of Testing. 
™ See Testing, Physical Methods of. 
Mica. 


Tentative Method of Test for Sieve Analy- 
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sis of Non-Granular Mineral Surfacing 
for Asphalt Roofing and Shingles, 969. 
Microscopic Tests. 

Report on Methods of Testing Oxide Coat- 
ings on Aluminum. Report of Commit- 
tee B-7, Appendix II, 261. 

Report on Usefulness and Limitation of 
Various Tests as Applied to Sheet Metals. 
Report of Committee E-1, Appendix I, 
518. 

Tentative General Methods of Test for 
Properties of Cotton Fibers, 1189. 

Tentative Methods for the Identification of 
Fibers in Textiles and for the Quantita- 
tive Analysis of Textiles, 1174. 

Tentative Methods of Testing and Toler- 
ances for Rayon, 1202. 

Tentative Specifications and Methods of 
Test for Fineness of Wool Tops, 1218. 

Mineral Surfacing Material. 

Tentative Method of Test for Sieve Analy- 
sis of Granular Mineral Surfacing for 
Asphalt Roofing and Shingles, 965. 

Tentative Method of Test for Sieve Analy- 
sis of Non-Granular Mineral Surfacing 
for Asphalt Roofing and Shingles, 969. 

Mobility. 

Tentative Definitions of Terms Relating to 

Rheological Properties of Matter, 1300. 
Modified Soda. 

Proposed Methods of Chemical Analysis of 
Special Detergents. Report of Commit- 
tee D-12, Appendix II, 477. 

Tentative Specifications for Modified Soda — 
(Sesquicarbonate Type), 1261. 

Modulus of Elasticity. 
Modulus of Elasticity of Aluminum Alloys, 
by R. L. Templin and Sam Tour. Report — 
of Committee B-7, Appendix I, 258. 
Yield Strengths Corresponding to Small 
Percentages of Set. Report of Commit-_ 
tee E-1, Appendix II, 523. 
Molded Insulating Materials. 
See Insulating Materials. _ 
Molybdenum Steel. 
Tentative Specifications for: 
Alloy-Steel Bolting Materials for High- 
Temperature Service from 750 to 
Metal Temperatures, 616. 
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Molybdenum Steel (Continued): 

Molybdenum-Steel Plates for Boilers and 
Other Pressure Vessels, 582. 

Seamless Alloy-Steel Pipe for Service at 
Temperatures from 750 to 1100 F., 622. 

Seamless Carbon-Moilybdenum Alloy- 
Steel Pipe for Service at Temperatures 
from 750 to 1000 F., 633. 

Seamless Cold-Drawn Intermediate 
Alloy-Steel Heat-Exchanger and Con- 
denser Tubes, 601. 

Seamless Intermediate Alloy-Steel Still 
Tubes for Refinery Service, 608. 

Mortars. 

Plastic Mortar Tests. Report of Working 
Committee, Committee C-1, 282. 

A Study of Plastic Mortar Cubes, by H. W. 
Leavitt. Report of Committee C-9, 
Appendix, 321. 

Tentative Method of Test for Compressive 
Strength of Portland-Cement Mortars, 726. 

Motor Fuel. 

See Fuel Oil; 
Products. 

Motor Lubricants. 
See Petroleum Products. 

Muntz Metal. 

Tentative Specifications for Copper and 

Copper-Alloy Seamless Condenser Tubes 

and Ferrule Stock, 684.” 


Gasoline; Petroleum 


Naval Stores. 

Acid and Saponification Number and Un- 
saponifiable Matter. Report of Sub- 
committee IV, Committee D-17, 503. 

Naval Stores. Report of Committee D-17,501. 

Tentative Method of Test for Acid Number 
of Rosin, 835. 

Tentative Method of Test for Saponifica- 

; tion Number of Rosin, 836. 

Neutralization. 

Acid and Saponification Number and Un- 
saponifiable Matter. Report of Sub- 
committee IV, Committee D-17, 503. 

Tentative Method of Test for Acid Number 
of Rosin, 835. 

Tentative Specifications for Raw Soybean 
Oil, 860. 


Nickel. 
Standards and Pure Materials. Report of 


Subcommittee V, Committee E-2, 531. 
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Super-Purity Metals, by Thomas A, 
Wright. Report of Committee E.2 
Appendix, 538. 


Nickei Steel. 

See also Alloy Steel; Chromium-Nicke| 
Alloys. 

Tentative Specifications for Low-Carbon. 
Nickel Steel Plates for Boilers and Other 
Pressure Vessels, 577. 

Tentative Specifications for Seamless Alloy- 
Steel Pipe for Service at Temperatures 
from 750 to 1100 F., 622. 


Nomenclature. 

Nomenclature for Various Ranges in Stress 
in Fatigue. Report of Research Com. 
mittee on Fatigue of Metals, Appendix, 
159. Discussion, 162. 

Tentative Definitions of Terms Relating to: 
Refractories, 790. 

Rheological Properties of Matter, 1300. 
Soaps and Detergents, 1289. 
Textile Materials, 1243. 

Tentative revision of definition of water-g: 

_ tar, Standard Definitions of Terms Re- 

; lating to Timber Preservatives, 1327. 


Octane Number. 
Tentative Method of Test for Knock Char- 
acteristics of Motor Fuels, 879. 


Oils. 
See Creosote; Fuel Oil; Paint Vehicles; 
Petroleum Products; Transformer Oils. 


Ostwald Viscosimeter. 
Tentative Methods of Test for Kinematic 
Viscosity, 900. 
Oxide Coatings. 
Report on Methods of Testing Oxide Coat- 
ings on Aluminum. Report of Commit- 
tee B-7, Appendix II, 261. 


Paints. 


See also Lacquers; Paint Vehicles; Pig- 
ments; Shellac; Varnish. 

Accelerated Tests for Protective Coatings. 
Report of Subcommittee VII, Committee 
D-1, 350. 

Methods of Analysis of Paint Materials. 
Report of Subcommittee VIII, Commit- 
tee D-1, 353. 
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Paint, Varnish, Lacquer, and Related 
Products. Report of Committee D-1, 
339. 

Symposium on Correlation Between Accel- 

erated Laboratory Tests and Service 

- Tests on Protective and Decorative 

Coatings. Report of Committee D-1, 339. 

Tentative Method of Test for Relative 
Dry Hiding Power of Paints, 866. 

Tentative Method of Test for Spectral 
Apparent Reflectivity of Paints, 869. 

Paint Vehicles. 

Tentative Revision of Standard Specifica- 
tions for Perilla Oil, Raw or Refined; and 
for Raw Tung Oil, 1317. 

Tentative Specifications for Raw Soybean 
Oil, 860. 

Testing of Paint Vehicles. Report of Sub- 
committee III, Committee D-1, 347. 

Papers and Publications. 

Annual Report of the Executive Commit- 
tee, 54. 

Summary of the Proceedings of the Fortieth 
Annual Meeting, 1. 

Paving Materials. 

See Aggregates; Asphalt; Concrete; Road 

Materials. 


Perilla Oil. 


Tentative Revision of Standard Specifica- 
tions for Perilla Oil, Raw or Refined, 
1317. 

Testing of Paint Vehicles. Report of Sub- 
committee III, Committee D-1, 347. 

Permanent Mold Castings. 

Tentative Specifications for Aluminum- 
Base Alloy Permanent Mold Castings, 
674. 

Tentative Specifications for Aluminum- 
Base Alloys in Ingot Form for Permanent 
Mold Castings, 671. 

Petroleum Products. 

Diesel-Fuel-Oil Classification. Report of 
Committee D-2, Appendix IV, 385. 

Fuels of Today and Tomorrow. Annual 
Address by the President, Arno C. 
Fieldner, 31. 

Method for Converting Kinematic Viscosity 
to Saybolt Universal Viscosity, by C. E. 

_ Headington and J. C. Geniesse. Report 

_ of Committee D-2, Appendix III, 380. 


Natural Gasoline. Report of Subcommit- 
tee XXII, Committee D-2, 369. 

Petroleum Products and Lubricants. Re- 
port of Committee D-2, 360. 

Petroleum Products and Lubricants. Re- 
port of Sectional Committee, 389. 

Proposed Method of Test for Dropping 
Point of Lubricating Greases. Report of 
Committee D-2, Appendix I, 373. 

Proposed Method of Test for Unsulfonated 
Residue of Plant Spray Oils. Report of 
Committee D-2, Appendix II, 375. 

Tentative Method for Conversion of Kine- 
matic Viscosity to Saybolt Universal 
Viscosity, 911. 

Tentative Methods of Test for: 
Distillation of Plant Spray Oils, “a 
Kinematic Viscosity, 900. 

Knock Characteristics of Motor Fuels, 
879. 

Vapor Pressure of Petroleum Products 
(Reid Method), 888. 

Tentative Revision of Standard Method of 
Test for Viscosity by Means of the Say- 
bolt Viscosimeter, 1320. 

Tentative Specifications for Gasoline, 872. 

Tentative Viscosity-Temperature Charts 
for Liquid Petroleum Products, 914. 

Turbine Oils. Report of Subcommittee XI, 

Committee D-2, 367. 


Phenolic Sheet. 
Tentative Specifications for Phenolic Lam- 
inated Sheet for Radio Applications, 973. 


Phosphorus. 
Methods of Chemical Analysis of Portland 
Cement. Report of Working Committee, 
Committee C-1, 284. 


Pigments. 

See also Paints. 

Methods of Analysis of Paint Materials. 
Report of Subcommittee VIII, Commit- 
tee D-1, 353. 

Paint, Varnish, Lacquer, and Related 
Products. Report of Committee D-1, | 
339. 

Tentative Method of Routine Analysis of 
Dry Cuprous Oxide, 855. 

Tentative Method of Test for Relative Dry 
Hiding Power of White Pigments, 844. 
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& Pigments (Continued): 


Tentative Methods of Routine Analysis of 
Zinc Yellow Pigment (Zinc Chromate 
Yellow), 849. 

Tentative Revisions of Standard Specifica- 

tions for: 
Lithopone, 1316. 
Zine Oxide, 1316. 
Zinc Sulfide, 1316. 

Tentative Specifications for: 

Basic Sulfate White Lead, 838. 
Titanium-Magnesium Pigment, 840. 
Zinc Sulfide Magnesium Pigment, 842. 


Pile Floor Covering. 


Tentative Methods of Testing Pile Floor 

Covering, 1235. 
4d Pine. 

See Timber. 

s Pipe and Piping Materials. 
See also Tubes. 
Concrete Pipe. Report of Committee C-13, 
337. 
Tentative Method of Test for Short-time 
High-Temperature Tension Tests of 
Metallic Materials, 1290. 
Tentative Revision of Standard Specifica- 
tions for Welded Wrought-Iron Pipe, 
1308. 
Tentative Specifications for: 
Copper and Copper-Alloy Seamless Con- 
denser Tubes and Ferrule Stock, 684. 
Iron and Steel Filler Metal (Arc-Welding 
Electrodes and Gas-Welding Rods), 
589. 

Seamless Alloy-Steel Pipe for Service at 
Temperatures from 750 to 1100 F., 622. 

Seamless Carbon-Molybdenum Alloy- 
Steel Pipe for Service at Temperatures 
from 750 to 1000 F., 633. 

Wrought-Iron Rivets and Rivet Rounds, 
659. 

Pitch. 

Bituminous Waterproofing and Roofing 
Materials. Report of Committee D-8, 413. 

Tentative Specifications for Coal-Tar Pitch 
for Roofing, Damp-proofing and Water- 
proofing, 948. 

Tentative Specifications for Creosote for 
Priming Coat with Coal-Tar Pitch in 
Damp-proofing and Waterproofing, 951. 

we 
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Plant Spray Oils. 

Proposed Method of Test for Unsulfonated 
Residue of Plant Spray Oils. Report of 
Committee D-2, Appendix II, 375. 

Tentative Method of Test for Distillation 
of Plant Spray Oils, 875. 

Plasticity. 

Tentative Definitions of Terms Relating to 

Rheological Properties of Matter, 1300, 
Plastic Mortar Test. 

Plastic Mortar Tests. Report of Working 
Committee, Committee C-1, 282. 

A Study of Plastic Mortar Cubes, by H. W, 
Leavitt. Report of Committee C-9, 
Appendix, 321. 

Tentative Method of Test for Compressive 
Strength of Portland-Cement Mortars, 
726. 

Plates. 

See also Sheets. 

Tentative Methods of Testing Sheet and 
Plate Materials Used in Electrical In. 
sulation, 1027. 

Tentative Revisions of Standard Specifica- 
tions for: 

Boiler and Firebox Steel for Locomotives, 
1303. 

High Tensile Strength Carbon-Steel 
Plates for Fusion-Welded Pressure 
Vessels (Plates over 2 in. to 4 in, 
‘Inclusive, in Thickness), 1304. 

High Tensile Strength Carbon-Steel 
Plates for Pressure Vessels (Plates 2 in. 
and Under in Thickness), 1303. 

Tentative Specifications for: 
Carbon-Silicon-Steel Plates of Ordinary 

Tensile Ranges for Fusion-Welded 
Boilers and Other Pressure Vessels, 
565. 

Chrome-Manganese-Silicon (CMS) Alloy- 
Steel Plates for Boilers and Other Pres- 
sure Vessels, 572. 

Iron and Steel Filler Metal (Arc-Welding 
Electrodes and Gas-Welding Rods), 
589. 

Low-Carbon-Nickel Steel Plates for 
Boilers and Other Pressure Vessels, 
577. 

Rolled Zinc, 698. 

Wrought-Iron Plates, 653. 
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Platinum. 
Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 
Super-Purity Metals, by Thomas A. 
Wright. Report of Committee E-2, 
Appendix, 538. 
Polymerization Time Test. 
Tentative Methods of Testing Shellac Used 
for Electrical Insulation, 1041. 
Porcelain. 
Tentative Revision of Standara Methods of 
Testing Electrical Porcelain, 1324. 


Portland Cement. 


Pothead Compounds. 
Tentative Methods of Testing Solid Filling 
and Treating Compounds Used for Elec- 
trical Insulation, 988. 
Precision. 

Round-Table Discussion on Precision and 
Accuracy. Summary of Proceedings of 
the Fortieth Annual Meeting, 3. 

Presidential Address. 

Fuels of Today and Tomorrow. 
Address by the 
Fieldner, 31. 

Pressure Vessel Materials. 

See Boiler Materials. 

Protective Coatings. 

See Corrosion; Galvanizing; 
Paints; Pigments; Shellac; 
Preservatives; Varnish. 

Publications. 
See Papers and Publications. 


Annual 
President, Arno C. 


Lacquers; 
Timber 


Radiographs. 
A Study of Die Design Changes for the Im- 
provement of the Soundness and Uni- 

_ formity of Test Bars, by G. L. Werley. 

_ Report of Committee B-6, Appendix II, 
223. 

Radio Spaghetti. 
_ Tentative Methods of Testing Flexible 

_ Varnished Tubing Used for Electrical 

Insulation, 1056. 

Tentative Specifications for Flexible Var- 
nished Tubing Used in Electrical Insula- 
tion, 985. 

Rattler Test. 
Tentative Specifications for Paving Brick, 
7A0. 


Rayon. 

Tentative Definitions and Terms Relating 
to Textile Materials, 1243. 

Tentative Methods for the Identification of 
Fibers in Textiles and for the Quantita- 
tive Analysis of Textiles, 1174. 

Tentative Methods of Testing and Toler- 
ances for Rayon, 1202. 

Textile Materials. Report of Committee 
D-13, 481. 

Ready Mixed Concrete. 

Tentative Revision of Standard Specifica- 
tions for Ready Mixed Concrete, 1313. 

Reflectivity. 

Tentative Method of Test for Spectral 
Apparent Reflectivity of Paints, 869. 

Refractories. 

Refractories. Report of Committee C-8, 307. 

Tentative Definitions of Terms Relating to 
Refractories, 790. 

Tentative Methods of Chemical Analysis of 
Refractory Materials, 760. 

Tentative Methods of Test for Cold Crush- 
ing Strength and Modulus of Rupture of © 
Refractory Brick and Shapes, 785. 

Reid Vapor Pressure Test. 

Natural Gasoline. Report of Subcommit- — 
tee XXII, Committee D-2, 369. 

Tentative Method of Test for Vapor Pres- 
sure of Petroleum Products (Reid 
Method), 888. 

Research. 

Annual Report of the Executive Commit- 
tee, 54. 

Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 164. 

Fatigue of Metals. 
Committee, 157. 

Report on Long-Time Creep Tests of 18 per 
cent Chromium, 8 per cent Nickel Steel — 
and 0.35 per cent Carbon Steel. Report 
of Joint Research Committee on Effect of © 
Temperature on the Properties of Metals, | 
Appendix III, 178. 

Research. Report of Committee E-9, 549. | 
Yield Point of Structural Steel. Report of — 
Research Committee, 87. Discussion, 101. 

Resistance Alloys. 

See Electrical Resistance and Heating 4 
Alloys. 


Report of the Research | 
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Resistivity Tests. 

Significance of Tests of Electrical Insula- 
ting Materials. Report of Committee 
D-9, Appendix II, 436. 

Tentative Methods of Test for Insulation 
Resistance of Electrical Insulating Mate- 
rials, 1016. 

Tentative Methods of Testing Solid Filling 
and Treating Compounds Used for Elec- 
trical Insulation, 988. 

Revisions. 

(Revisions of Standards and Tentative 
Standards are given in the reports of the 
standing committees responsible and are 
also indexed under the subjects covered 
by them.) 

Rivets. 

Tentative Revision of Standard Specifica- 
tions for Structural Rivet Steel, 1305. 

Tentative Specifications for Chrome-Man- 
ganese-Silicon (CMS) Alloy-Steel Plates 
for Boilers and Other Pressure Vessels, 
572. 

Tentative Specifications for Wrought-Iron 
Rivets and Rivet Rounds, 659. 

Road Materials. 

See also Aggregates; Asphalt; Concrete. 

(Items on road materials are also indexed 
under the materials and subjects covered 
by them.) 

Road and Paving Materials. Report of 
Committee D-4, 395. 

Roofing. 
Bituminous Waterproofing and Roofing 
Materials. Reportof Committee D-8, 413. 
Tentative Methods of Test for: 

Asphalt Roll Roofing, Cap Sheets, and 
Shingles, 957. 

Sieve Analysis of Granular Mineral Sur- 
facing for Asphalt Roofing and Shin- 
gles, 965. 

Sieve Analysis of Non-Granular Mineral 
Surfacing for Asphalt Roofing and 
Shingles, 969. 

Tentative Specifications for: 

Asphalt Cap Sheet Surfaced with Coarse 
Mineral Granules, 924. 

Asphalt for Damp-proofing and Water- 
proofing, 927. 

Asphalt for Use in Constructing Built-Up 
Roof Coverings, 930. 
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Asphalt Roofing Surfaced with Coarse 
Mineral Granules, 933. 

Asphalt Roofing Surfaced with Fine 
Mineral Granules, 937. 

Asphalt Roofing Surfaced with Powdered 
Talc or Mica, 941. 

Asphalt Shingles Surfaced with Coarse 
Mineral Granules, 945. 

Coal-Tar Pitch for Roofing, Damp-proof. 
ing and Waterproofing, 948. 

Rosin. 

Acid and Saponification Number and Up- 
saponifiable Matter. Report of Sub 
committee IV, Committee D-17, 503. 

Naval Stores. Report of Committee D-17, 
501. 

Tentative Method of Test for Acid Number 
of Rosin, 835. 

Tentative Method of Test for Saponifica- 
tion Number of Rosin, 836. 

Rubber Products. 

Rubber Products. 
D-11, 444. 

Tentative Methods of Test for: 
Abrasion Resistance of Rubber Com- 

pounds, 1134. 

Air Pressure Heat Test of Vulcanized 
Rubber, 1122. 

Changes in Properties of Rubber and 
Rubber-Like Materials in Liquids, 
1148. 

Compression Set of Vulcanized Rubber, 
1127. 

Rubber Hose, 1153. 

Rubber Insulated Wire and Cable, 1166. 

Sheet and Plate Materials Used in Elec- 
trical Insulation, 1027. 

Tentative Specifications for: 

Insulated Wire and Cable: Class AO, 30 
per cent Hevea Rubber Compound, 
1070. 

Insulated Wire and Cable: Heat-Resist- 
ing Rubber Compound, 1096. 

Insulated Wire and Cable: Performance 
Rubber Compound, 1109. 

Rubber Gloves for Electrical Workers on 
Apparatus or Circuits not Exceeding 
3000 Volts to Ground, 1062. 


Sampling. Ss 
(Methods of sampling are indexed under the 
materials and subjects covered by them.) 


Report of Committee 
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Sand. 

See also Aggregates. 

Tentative Method of Test for Soundness of 
Aggregates by Use of Sodium Sulfate or 
Magnesium Sulfate, 804. 

Tentative Specifications for Concrete Ag- 
gregates, 792. 

Saponification Number. 

Acid and Saponification Number and Un- 
saponifiable Matter. Report of Sub- 
committee IV, Committee D-17, 503. 

Tentative Method of Test for Saponifica- 
tion Number of Rosin, 836. 

Tentative Specifications for Raw Soybean 
Oil, 860. 

Saybolt Viscosity. 

Method for Converting Kinematic Vis- 
cosity to Saybolt Universal Viscosity, by 
C. E. Headington and J. C. Geniesse. 
Report of Committee D-2, Appendix IIT, 
380. 

Tentative Method for Conversion of Kin- 
ematic Viscosity to Saybolt Universal 
Viscosity, 911. 

Tentative Revision of Standard Method of 
Test for Viscosity by Means of the Say- 
bolt Viscosimeter, 1320. 

Tentative Viscosity-Temperature Charts 
for Liquid Petroleum Products, 914. 

Scaffolding. 

Fire Tests of Materials and Construction. 
Report of Committee C-5, 305. 

Tentative Specifications for Fire-Retardant 
Properties of Wood for Scaffolding and 
Shoring, 756. 

Sea Water Corrosion. 
See Corrosion; Immersion Tests. 
Set Test. 

Tentative Methods of Testing Rubber 

Hose, 1153. 
Sewer Brick. 


Tentative Specifications for Sewer Brick | 


(Made from Clay or Shale), 749. 
Sewer Pipe. 
Tentative Revision of Standard Specifica- 
tions for Concrete Sewer Pipe, 1311. 
Shapes. 
Tentative Specifications for Rolled 
Wrought-Iron Shapes and Bars, 664. 
Shatter Test. 
Tentative Method of Drop Shatter Test 
for Coal, 820. 


Shear or Punching Tests. - 

Report on Usefulness and Limitation of 
Various Tests as Applied to Sheet Metals. 
Report of Committee E-1, Appendix I, 
518. 

Tentative Method of Test for Compression 
Set of Vulcanized Rubber, 1127. 

Sheets. 
See also Plates. 


Report on Usefulness and Limitation of 


Various Tests as Applied to Sheet Metals. 
Report of Committee E-1, Appendix I, 
518. 

Tentative Methods of Testing Sheet and 
Plate Materials Used in Electrical Insula- 
tion, 1027. 

Tentative Revision of Standard Specifica- 
tions for Uncoated Wrought-Iron Sheets, 
1310. 

Tentative Revision of Standard Specifica- 
tions for Zinc-Coated (Galvanized) 
Wrought-Iron Sheets, 1310. 

Tentative Specifications for: 

Asphalt Cap Sheet Surfaced with Coarse 
Mineral Granules, 924. 

Phenolic Laminated Sheet al Radio 
Applications, 973. : 

Rolled Zinc, 698. 

Shellac. 

Tentative Methods of Testing Shellac Used 
for Electrical Insulation, 1041. 

Tentative Revision of Standard Methods of 
Sampling and Testing Shellac, 1320. 

Shingles. 

Bituminous Waterproofing and Roofing 
Materials. Report of Committee D-8, 
413. 

Tentative Methods of Test for: 

Asphalt Roll Roofing, Cap Sheets, and 
Shingles, 957. 

Sieve Analysis of Granular Mineral Sur- 
facing for Asphalt Roofing and Shin- 
gles, 965. 

Sieve Analysis of Non-Granular Mineral 
Surfacing for Asphalt Roofing and 
Shingles, 969. 

Tentative Specifications for Asphalt Roof- 
ing Surfaced with Coarse Mineral Gran- 
ules, 933. 

Tentative Specifications for Asphalt Shin- 
gles Surfaced with Coarse Mineral Gran- — 
ules, 945. 
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Silver. 


Shoring. 


Fire Tests of Materials and Construction. 
Report of Committee C-5, 305. 

Tentative Specifications for Fire-Retardant 
Properties of Wood for Scaffolding and 
Shoring, 756. 


Shrinkage Test. 


Tentative Methods of Testing and Toler- 
ances for Certain Wool and Part Wool 
Fabrics, 1231. 


Sieves. 


Tentative Method of Test for Sieve Anal- 
ysis of Granular Mineral Surfacing for 
Asphalt Roofing and Shingles, 965. 

Tentative Method of Test for Sieve Anal- 
ysis of Non-Granular Mineral Surfacing 
for Asphalt Roofing and Shingles, 969. — 


Silicon Steel. 


Tentative Specifications for: 
Carbon-Silicon-Steel. Plates of Ordinary 
Tensile Ranges for Fusion-Welded 
Boilers and Other Pressure Vessels, 
565. 
Chrome-Manganese-Silicon (CMS) AIl- 
loy-Steel Plates for Boilers and Other 
_ Pressure Vessels, 572. 
- Seamless Alloy-Steel Pipe for Service at 
Temperatures from 750 to 1100 F., 622. 


Silk. 


Tentative Definitions and Terms Relating 
to Textile Materials, 1243. 

Tentative Methods for the Identification of 
Fibers in Textiles and for the Quantita- 
tive Analysis of Textiles, 1174. 

Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 

Super-Purity Metals, by Thomas A. 
Wright. Report of Committee E-2, 
Appendix, 538. 


Slag. 
Tentative Method of Test for Abrasion of - 


Coarse Aggregate by Use of the Los 
Angeles Machine, 801. 

Tentative Method of Test for Soundness of 
Aggregates by Use of Sodium Sulfate or 
Magnesium Sulfate, 804. 

Tentative Revision of Standard Specifica- 
tions for Broken Slag for Waterbound 
Base and Wearing Course, 1321. 

Tentative Revision of Standard Specifica- 
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tions for Shovel-Run or Crusher-Ryp 
Broken Slag for Waterbound Base, 137), 
Tentative Specifications for: 
Concrete Aggregates, 792. 
Lightweight Aggregate for Concrete, 79 
Standard Sizes of Coarse Aggregate for 
Highway Construction, 918. 
Slate. 

Tentative Method of Test for Sieve Anal. 
ysis of Granular Mineral Surfacing for 
Asphalt Roofing and Shingles, 965. 

Soaps and Detergents. 

Proposed Methods of Chemical Analysis of 
Special Detergents. Report of Commit. 
tee D-12, Appendix II, 477. 

Proposed Methods of Chemical Analysis of 
Sulfonated (Sulfated) Oils. Report of 
Committee D-12, Appendix I, 457. 

Soaps and Detergents. Report of Com- 
mittee D-12, 454. 

Tentative Definitions of Terms Relating t 
Soaps and Detergents, 1289. 

Tentative Methods of Sampling and Chem- 
ical Analysis of Soaps and Soap Products, 
1266. 

Tentative Specifications for: 

Caustic Soda, 1260. 
Milled Toilet Soap, 1264. 
Modified Soda (Sesquicarbonate Type), 
“1261. 
Soda Ash, 1262. 
Soda Ash. 

Proposed Methods of Chemical Analysis of 
Special Detergents. Report of Commit- 
tee D-12, Appendix II, 477. 

Tentative Specifications for Soda Ash, 1262. 

Sodium Sulfate. 

Tentative Method of Test for Soundness of 
Aggregates by Use of Sodium Sulfate or 
Magnesium Sulfate, 804. 

Softening Point. 

Proposed Method of Test for Dropping 
Point of Lubricating Greases. Report of 
Committee D-2, Appendix I, 373. 

Tentative Revision of Standard Method of 
Test for Softening Point of Tar Products 
(Cube-in-Water Method), 1321. 

Soundness. 

Tentative Method of Test for Soundness 0 
Aggregates by Use of Sodium Sulfate of 
Magnesium Sulfate, 804. 
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Soybean Oil. 

Tentative Specifications for Raw Soybean 
Oil, 860. 

Testing of Paint Vehicles. Report of Sub- 
committee III, Committee D-1, 347. 

Specifications. 

(Specifications are indexed under the mate- 

rials and subjects covered by them.) 
Spectral Apparent Reflectivity. 

Tentative Method of Test for Spectral 

Apparent Reflectivity of Paints, 869. 
Spectrographic Analysis. 

Spectrographic Analysis. Report of Com- 
mittee E-2, 528. 

Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 

Super-Purity Metals, by ‘Thomas A. 
Wright. Report of Committee E-2, 
Appendix, 538. 

Speed of Testing, Effect of. 

Yield Point of Structural Steel. Report of 
Research Committee, 87. Discussion, 
101. 

Splitting Resistance Test. 
Tentative Methods of Testing Wool Felt, 
1226. 
Stainless Steel. 
See Alloy Steel; Chromium-Nickel Alloys. 
Standardization. 

Annual Report of the Executive Commit- 
tee, 54. 

Cement Reference Laboratory. Report of 
Subcommittee, Committee C-1, 288. 

Standards. Report of Committee E-10 on 
Standards, 555. 

Summary of the Proceedings of the Fortieth 
Annual Meeting, 1. 

Statistical Analysis. 

Methods of Testing. Report of Committee 
E-1, 508. 

A Study of Plastic Mortar Cubes, by H. W. 
Leavitt. Report of Committee C-9, 
Appendix, 321. 

Staybolts. 

Tentative Revision of Standard Specifica- 
tions for Staybolt Wrought Iron, Hollow 
Rolled, 1310. 

Tentative Revision of Standard Specifica- 
tions for Staybolt Wrought Iron, Solid, 
1308. 


Steel. 


Chemical Analysis of Metals. 
Committee E-3, 543. 

Corrosion of Iron and Steel. 
Committee A-5, 111. 

Discrepancies in the Load-Carrying Abil- 
ities of Carbon Steels at 850 F., by H. W. 
Gillett. Report of Joint Research Com- 
mittee on Effect of Temperature on the 
Properties of Metals, Appendix IV, 187. 
Discussion, 192. 

Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 164. 

Fatigue of Metals. Report of the Research 
Committee, 157. 

Iron-Chromium, Iron-Chromium-Nickel 
and Related Alloys. Report of Com- 
mittee A-10, 153. 

Nomenclature for Various Ranges in Stress 
in Fatigue. Report of Research Com- 
mittee on Fatigue of Metals, Appendix, 
159. Discussion, 162. 

Proposed Revision of Tentative Method of 
Test for Short-Time High-Temperature 
Tension Tests of Metallic Materials 
(E 21-347). Report of Joint Research 
Committee on Effect of Temperature on 
the Properties of Metals, Appendix I, 
173. 

Proposed Revision of Tentative Method of 
Test for Short-Time High-Temperature 
Tension Tests of Metallic Materials 
(E 21-347). Report of Joint Research 
Committee on Effect of Temperature on 
the Properties of Metals, Appendix II, 
176. 

Report of the Wire Test Committee. Re- 
port of Committee A-5, 117. Appendix, © 
122. 

Report on Long-Time Creep Tests of 18 per 
cent Chromium, 8 per cent Nickel Steel — 
and 0.35 per cent Carbon Steel. Report 
of Joint Research Committee on Effect of 
Temperature on the Properties of Metals, 
Appendix III, 178. 

Report on Usefulness and Limitation of 
Various Tests as Applied to Sheet Metals. — 
Report of Committee E-1, Appendix? 
518. 
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Steel (Continued): 


Steel. Report of Committee A-1, 81. 

Tentative Method of Test for Short-Time 
High-Temperature Tension Tests of 
Metallic Materials, 1290. 

Tentative Revisions of Standard Specifica- 
tions for: 4 
Alloy-Steel Bolting Material for High- 

Temperature Service, 1306. 

Boiler and Firebox Steel for Locomotives, 
1303. 

High Tensile Strength Carbon-Steel 
Plates for Fusion-Welded Pressure 

Vessels (Plates over 2 in. to 4 in., 
Inclusive, in Thickness), 1304. 

High ‘Tensile Strength Carbon-Steel 
Plates for Pressure Vessels (Plates 2 in. 
and Under in Thickness), 1303. 

Tron and Steel Chain, 1307. 

Structural Rivet Steel, 1305. 

Tentative Specifications for: 

Alloy-Steel Bolting Materials for High- 
Temperature Service from 750 to 1100 
F., Metal Temperatures, 616. 

Carbon-Silicon-Steel Plates of Ordinary 
Tensile Ranges for Fusion-Welded 
Boilers and Other Pressure Vessels, 
565. 

Chrome-Manganese-Silicon (CMS) AIl- 
loy-Steel Plates for Boilers and Other 
Pressure Vessels, 572. 

Tron and Steel Filler Metal (Arc-Welding 
Electrodes and Gas-Welding Rods), 
589. 

Low-Carbon-Nickel Steel Plates for Boil- 
ers and Other Pressure Vessels, 577. 
Molybdenum-Steel Plates for Boilers and 

Other Pressure Vessels, 582. 

Seamless Alloy-Steel Pipe for Service at 
Temperatures from 750 to 1100 F., 622. 

Seamless Carbon-Molybdenum Alloy- 
Steel Pipe for Service at Temperatures 
from 750 to 1000 F., 633. 

Seamless Cold-Drawn Intermediate Al- 
loy-Steel Heat-Exchanger and Con- 
denser Tubes, 601. 

Seamless Intermediate Alloy-Steel Still 
Tubes for Refinery Service, 608. 

Zinc-Coated (Galvanized) Iron or Steel 


Barbed Wire, 643. 
* 
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Zinc-Coated (Galvanized) Iron or Steg 
Farm-Field and Railroad Right-of. 
Way Wire Fencing, 646. 

Yield Point of Structural Steel. Report of 
Research Committee, 87. 
101. 

Yield Strengths Corresponding to Small 
Percentages of Set. Report of Commit. 
tee E-1, Appendix II, 523. 

Still Tubes. 

Tentative Specifications for Seamless Inter. 
mediate Alloy-Steel Still Tubes for Re. 
finery Service, 608. 

Stone. 

Tentative Methods of Test for: 

Abrasion of Coarse Aggregate by Use of 
the Los Angeles Machine, 801. 

Sieve Analysis of Granular Mineral Sur- 
facing for Asphalt Roofing and Shin- 
gles, 965. 

Soundness of Aggregates by Use of 
Sodium Sulfate or Magnesium Sulfate, 
804. 

Tentative Revisions of Standard Specifica- 
tions for: 

Block for Durax Granite Pavements, 
1322. 

Block for Granite Block Pavements, 
1322. 

Block for Recut Granite Block Pave- 
ments, 1322. 

Tentative Specifications for Concrete Ag- 
gregates, 792. 

Tentative Specifications for Standard Sizes 
of Coarse Aggregate for Highway Con- 
struction, 918. 

Strip. 

Tentative Method of Test for Flexivity of 
Thermoflex (Thermostatic Metals), 711. 

Tentative Specifications for Rolled Zine, 
698. 


Structural Clay Tile. a 
See Tile. 


Structural Steel. 
Yield Point of Structural Steel. Report of 


Discussion, 


Research Committee, 87. Discussion, 
101. 
Structural Wrought Iron. 
Tentative Specifications for Rolled 


Wrought-Iron Shapes and Bars, 664. 
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Sulfonated Oils. 

Proposed Methods of Chemical Analysis of 
Sulfonated (Sulfated) Oils. Report of 
Committee D-12, Appendix I, 457. 

Summary of Proceedings. 

Summary of the Proceedings of the Fortieth 

Annual Meeting, 1. 
Super-Pure Metals. 

Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 

Super-Purity Metals, by Thomas A. 
Wright. Report of Committee E-2, 
Appendix, 538. @ 

Suspended Level Viscosimeter. 

Tentative Methods of ‘Test for Kinematic 

Viscosity, 900. 


Talc. 

Tentative Method of Test for Sieve Analy- 
sis of Non-Granular Mineral Surfacing 
for Asphalt Roofing and Shingles, 969. 

Tape. 

Tentative Methods of Testing Varnished 
Cloths and Varnished Cloth Tapes Used 
in Electrical Insulation, 1047. 

Tentative Specifications for Black Bias-Cut 
Varnished Cloth Tape Used for Electrical 
Insulation, 979. 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, 30 per cent Hevea 
Rubber Compound, 1070. 

Tar. 

Tentative Revision of Standard Method of 
Test for Softening Point of Tar Products 
(Cube-in-Water Method), 1321. 

Tar Acids Test. 

Tentative Method of Test for Tar Acids in 
Creosote and Creosote - Coal Tar Solu- 
tions, 832. 

Temperature, Effect of. 
Discrepancies inthe Load-Carrying Abil- 

_ ities of Carbon Steels at 850 F., by H. W. 

_ Gillett. Report of Joint Research Com- 
mittee on Effect of Temperature on the 
Properties of Metals, Appendix IV, 187. 

Discussion, 192. 

Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 164. 

Proposed Revision of Tentative Method of 


ch Test for Short-Time High-Temperature 
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Tension Tests of Metallic Materials 
(E 21-—34T). Report of Joint Research 
Committee on Effect of Temperature on 
the Properties of Metals, Appendix I, 
173. 

Proposed Revision of Tentative Method of 
Test for Short-Time High-Temperature 
Tension Tests of Metallic Materials 
(E 21-34T). Report of Joint Research 
Committee on Effect of Temperature on 
the Properties of Metals, Appendix II, © 
176. 

Report on Long-Time Creep Tests of 18 per — 
cent Chromium, 8 per cent Nickel Steel — 
and 0.35 per cent Carbon Steel. Report 
of Joint Research Committee on Effect of 
Temperature on the Properties of Metals, — 
Appendix IIT, 178. 


Thermoflex (Thermostatic Metals), 711. 

Tentative Method of Test for Short-Time 
High-Temperature Tension Tests of 
Metallic Materials, 1290. 


Temper Test. 


Tentative Specifications for Rolled Zinc, 
698. 


Tension Testing. 


Modulus of Elasticity of Aluminum Alloys, © 
by R. L. Templin and Sam Tour. Report | 
of Committee B-7, Appendix I, 258. 

Proposed Revision of Tentative Method of © 
Test for Short-Time High-Temperature 
Tension Tests of Metallic Materials — 
(E 21-347). Report of Joint Research 
Committee on Effect of Temperature on 
Properties of Metals, Appendix I, 173. 

Proposed Revision of Tentative Method of © 
Test for Short-Time High-Temperature 7 
Tension Tests of Metallic Materials — 
(E 21-347). Report of Joint Research 
Committee on Effect of Temperature on — 
Properties of Metals, Appendix II, 176. 

Report on Usefulness and Limitation of | 
Various Tests as Applied to Sheet Metals. 
Report of Committee E-1, Appendix I, 
518. 

A Study of Die Design Changes for the 
Improvement of the Soundness and Uni- 
formity of Test Bars, by G. L. Werley. 
Report of Committee B-6, Appendix II, 
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q Tension Testing (Continued): 
Tentative Methods of Testing: 

Rubber Hose, 1153. 

Rubber Insulated Wire and Cable, 1166. 

Sheet and Plate Materials Used in Elec- 
trical Insulation, 1027. 

Short-Time High-Temperature Tension 
Tests of Metallic Materials, 1290. 

Varnished Cloths and Varnished Cloth 
Tapes Used in Electrical Insulation, 
1047. 

Tentative Specifications for: 

Insulated Wire and Cable: Class AO, 30 
per cent Hevea Rubber Compound, 
1070. 

Insulated Wire and Cable: Heat-Resist- 
ing Rubber Compound, 1096. 

Insulated Wire and Cable: Performance 
Rubber Compound, 1109. 

Yield Strengths Corresponding to Small 

Percentages of Set. Report of Commit- 

tee E-1, Appendix II, 523. 


Tentative Revisions. 

(Revisions of Standards and Tentative 
Standards are given in the reports of the 
standing committees responsible and are 
also indexed under the materials and 
subjects covered by them.) 

Tentative Revisions of A.S.T.M. Standards, 
1303. 


Test Bars. 

A Study of Die Design Changes for the 
Improvement of the Soundness and Uni- 
formity of Test Bars, by G. L. Werley. 
Report of Committee B-6, Appendix II, 
223. 


Testing Apparatus. 
See also Testing, Physical Methods of. 
Tentative Method of Test for Knock Char- 
acteristics of Motor Fuels, 879. 
Tentative Specifications for Rolled Zinc, 
698. 


Testing, Physical Methods of. 

(Methods of analysis, sampling, testing, 
etc., and revisions thereof, are also in- 
dexed under the materials and subjects 
covered by them.) 

Methods of Testing. Report of Committee 
E-1, 508. 
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Report on Usefulness and Limitation of 
Various Tests as Applied to Sheet Metals, 
Report of Committee E-1, Appendix |, 
518. 

Tentative Method of Test for Abrasion of 
Coarse Aggregate by Use of the Ips 
Angeles Machine, 801. 

Tentative Method of Test for Short-Time 
High-Temperature Tension ‘Tests of 
Metallic Materials, 1290. 

Yield Point of Structural Steel. Report of 
Research Committee, 87. Discussion, 101. 

Yield Strengths Cogresponding to Small 
Percentages of Set. Report of Commit- 
tee E-1, Appendix II, 523. 

Textile Materials. 

Proposed Revisions in Standards for Textile 
Materials. Report of Committee D-13, 
Appendix, 491. 

Tentative Definitions and Terms Relating 
to Textile Materials, 1243. 

Tentative Methods of Testing: 

Asphalt Roll Roofing, Cap Sheets and 
Shingles, 957. 

Certain Wool and Part Wool Fabrics, 
1231. 

Varnished Tubing Used for 
Electrical Insulation, 1056. 

Identification of Fibers in Textiles and 
for the Quantitative Analysis of Tex- 
tiles, 1174. 

Pile Floor Covering, 1235. 

Properties of Cotton Fibers, 1189. 

Rayon, 1202. 

Varnished Cloths and Varnished Cloth 
Tapes Used in Electrical Insulation, 
1047. 

Volumetric Determination of Small 
Amounts of Copper in Textiles, 1240. 

Wool Felt, 1226. 

Tentative Revision of Standard General 
Methods of Testing Woven Textile 
Fabrics, 1322. 

Tentative Revision of Standard Methods of 
Testing and Tolerances for Tire Cord, 
Woven and on Cones, 1323. 

Tentative Specifications for: 

Asphalt Roofing Surfaced with Coarse 
Mineral Granules, 933. 

Asphalt Roofing Surfaced with Powdered 


Talc or Mica, 941. F 
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| Black Bias-Cut Varnished Cloth Tape 
Used for Electrical Insulation, 979. 
Fineness of Wool Tops, 1218. 
Flexible Varnished Tubing Used in Elec- 
trical Insulation, 985. 

Textile Materials. Report of Committee 

D-13, 481. 
Thermal Shock Test. 

Tentative Method of Testing Pin-Type, 

Lime Glass Insulators, 1008. 
Thermoflex (Thermostatic Metals). 

Tentative Method of Test for Flexivity of 

Thermoflex (Thermostatic Metals), 711. 
Thermometers, A.S.T.M. 

Air chamber thermometer, Tentative 
Method of Test for Vapor Pressure of 
Petroleum Products (Reid Method), 891. 

Kinematic viscosity test thermometer, 
Tentative Methods of Test for Kinematic 
Viscosity, 902. 

Water-bath thermometer, Tentative 
Method of Test for Vapor Pressure of 
Petroleum Products (Reid Method), 890. 

Thermostatic Metals. 

Electrical-Heating, 
and Electric-Furnace Alloys. 
Committee B-4, 203. 

Thickness. 

Report on Methods of Testing Oxide Coat- 
ings on Aluminum. Report of Commit- 
tee B-7, Appendix II, 261. 

Tentative Method of Testing Pin-Type, 
Lime Glass Insulators, 1008. 

Tentative Methods of Testing Wool Felt, 
1226. 

Tentative Specifications for: 

Insulated Wire and Cable: Class AO, 30 
per cent Hevea Rubber Compound, 
1070. 

Insulated Wire and Cable: Heat- 
Resisting Rubber Compound, 1096. 
Rubber Gloves for Electrical Workers on 

Apparatus or Circuits not Exceeding 
3000 Volts to Ground, 1062. 


Electrical-Resistance 
Report of 
Discussion, 207. 


Tile. 
Hollow Masonry Building Units. 
of Committee C-10, 333. 
Tentative Specifications for Glazed Build- 
ing Units, 736. 
Timber. 
Fire Tests of Materials and Construction. 
Report of Committee C-5, 305. 


Report 
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Tentative Specifications for Fire-Retardant 
Properties of Wood for Scaffolding and 
Shoring, 756. 

Timber. Report of Committee D-7, 410. 

Timber Preservatives. 

Tentative Method of Test for Tar Acids in 
Creosote and Creosote - Coal Tar Solu- 
tions, 832. 

Tentative revision of definition of water-gas 
tar, Standard Definitions of Terms Relat- 
ing to Timber Preservatives, 1327. 

Tin. 

Standards and Pure Materials. Report of 
Subcommittee V, Committee E-2, 531. 

Super-Purity Metals, by Thomas A. 
Wright. Report of Committee E-2, 
Appendix, 538. 

Tire Cord and Fabrics. 

Tentative Methods of Test for Abrasion 
Resistance of Rubber Compounds, 1134. 

Tentative Revision of Standard Methods 
of Testing and Tolerances for Tire Cord, 
Woven and on Cones, 1323. 

Titanium Pigments. 

Tentative Specifications for 

Magnesium Pigment, 840. 
Transformer Oils. 

Tentative Method for Conversion of Kine- 
matic Viscosity to Saybolt Universal 
Viscosity, 911. 

Tentative Methods of Test for Kinematic 
Viscosity, 900. 

Tentative Methods of Test for Insulation 
Resistance of Electrical Insulating Ma- 
terials, 1016. 

Tentative Revision of Standard Methods of 
Testing Electrical Insulating Oils, 1324. 

Transverse Testing. 

See Flexure Testing. 

Trolley Wire. 

Copper and Copper Alloy Wires for Elec- 
trical Conductors. Report of Committee 
B-1, 193. lls 

Tubes. 

See also Pipe and Piping Materials. = 

Tentative Method of Test for Short-Time 
High-Temperature Tension Tests of 
Metallic Materials, 1290. 

Tentative Methods of Testing Flexible 
Varnished Tubing Used for Electrical 
Insulation, 1056. 


Titanium- 
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Tubes (Continued): , 
Tentative Specifications for: 
Copper and Copper-Alloy Seamless Con- 
denser Tubes and Ferrule Stock, 684. 
Flexible Varnished Tubing Used in Elec- 
trical Insulation, 985. 
Seamless Cold-Drawn Intermediate Alloy- 
Steel Heat-Exchanger and Condenser 
Tubes, 601. 
“Seamless Intermediate Alloy-Steel Still 
Tubes for Refinery Service, 608. 
Tumbler Test. 
Tentative Method of Tumbler Test for 
Coal, 827. 
‘Tung Oil. 
Tentative Revision of Standard Specifica- 
tions for Raw Tung Oil, 1317. 
Testing of Paint Vehicles. Report of Sub- 
committee III, Committee D-1, 347. 


Turbine Oils. 


Turbine Oils. Report of Subcommittee XI, 
Committee D-2, 367. 
Twist. 
Tentative Definitions and Terms Relating 
to Textile Materials, 1243. 


U 


Unsulfonated Residue. 
Proposed Method of Test for Unsulfonated 
Residue of Plant Spray Oils. Report of 
Committee D-2, Appendix II, 375. 


V 
Valves. 

Alloy-Steel Bolting Materials for High- 
Temperature Service from 750 to 1100 F., 
Metal Temperatures, 616. 

Vapor Pressure. 

Natural Gasoline. Report of Subcommit- 
tee XXII, Committee D-2, 369. 

Tentative Method of Test for Vapor Pres- 
sure of Petroleum Products (Reid 
Method), 888. 

Varnish. 

Paint, Varnish, Lacquer, and Related 
Products. Report of Committee D-1, 339. 

Tentative Methods of Testing Flexible 
Varnished Tubing Used for Electrical 
Insulation, 1056. 

Tentative Methods of Testing Varnished 
Cloths and Varnished Cloth Tapes Used 

in Electrical Insulation, 1047. 
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Tentative Specifications for Black Bias-Cy 
Varnished Cloth Tape Used for Electrica} 
Insulation, 979. 

Tentative Specifications for Flexible Vay. 
nished Tubing Used in Electrical Insyjl,. 
tion, 985. 

Vibration Damping. 

Tentative Method of Test for Compression 

Set of Vulcanized Rubber, 1127. 
Viscosity. 

Method for Converting Kinematic Viscosity 
to Saybolt Universal Viscosity, by C. E. 
Headington and J. C. Geniesse. Report 
of Committee D-2, Appendix III, 380. 

Tentative Definitions of Terms Relating to 
Rheological Properties of Matter, 1300, 

Tentative Method for Conversion of Kine- 
matic Viscosity to Saybolt Universal 
Viscosity, 911. 

Tentative Methods of Test for Kinemati 
Viscosity, 900. 

Tentative Revision of Standard Method of 
Test for Viscosity by Means of the Say- 
bolt Viscosimeter, 1320. 

Tentative Viscosity-Temperature Charts 
for Liquid Petroleum Products, 914. 

Viscosity-Gravity Number. 

Diesel-Fuel-Oil Classification. Report of 

Committee D-2, Appendix IV, 385. 
Volatile Matter. 

Tentative Revision of Standard Methods 
of Laboratory Sampling and Analysis of 
Coal and Coke, 1326. 


Voltage Test. 

Report on Methods of Testing Oxide Coat- 
ings on Aluminum. Report of Commit 
tee B-7, Appendix II, 261. 

Significance of Tests of Electrical Insulat- 
ing Materials. ‘ Report of Committe 
D-9, Appendix II, 436. 

Tentative Methods of Testing Rubber 
Insulated Wire and Cable, 1166. 

Tentative Specifications for: 

Insulated Wire and Cable: Class AO, # 
per cent Hevea Rubber Compound, 
1070. 

Insulated Wire and Cable: Heat-Resist 
ing Rubber Compound, 1096. 

Insulated Wire and Cable: Performance 

Compound, 1109. 
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Volume Change. 

Tentative Methods of Test for Changes in 
Properties of Rubber and Rubber-Like 
Materials in Liquids, 1148. 

Tentative Methods of Testing Solid Filling 
and Treating Compounds Used for Elec- 
trical Insulation, 988. 

Vulcanized Rubber. a 

See Rubber Products, 

Water. 

See also Absorption Test. 

Research. Report of Committee E-9, 549. 

Water for Industrial Uses. Report of 
Committee D-19, 505. 

Water Gas Tar. 

Tentative Revision of Standard Definitions 
of Terms Relating to Timber Preserva- 
tives, 1327. 

Waterproofing. 

Bituminous Waterproofing and Roofing 
Materials. Report of Committee D-8, 
413. 

Tentative Methods of Testing Films De- 
posited from Bituminous Emulsions, 955. 

Tentative Specifications for: 

Asphalt for Damp-proofing and Water- 
proofing, 927. 

Asphalt for Use in Constructing Built-Up 
Roof Coverings, 930. 

Coal-Tar Pitch for Roofing, Damp- 
proofing and Waterproofing, 948. 

Creosote for Priming Coat with Coal-Tar 
Pitch in Damp-proofing and Water- 
proofing, 951. 

Weathering. 

See also Corrosion. 

Accelerated Tests for Protective Coatings. 
Report of Subcommittee VII, Committee 
D-1, 350. 

Symposium on Correlation Between Accel- 
erated Laboratory Tests and Service 
Tests on Protective and Decorative 
Coatings. Report of Committee D-1, 339. 

Tentative Method of Test for Soundness of 
Aggregates by Use of Sodium Sulfate or 
Magnesium Sulfate, 804. 

Weight. 

Tentative Methods of Test for Changes in 
Properties of Rubber and Rubber-Like 
Materials in Liquids, 1148. 


Welding. 


Tentative Specifications for: 

Carbon-Silicon-Steel Plates of Ordinary 
Tensile Ranges for Fusion-Welded 
Boilers and Other Pressure Vessels, 
565. 

Chrome-Manganese-Silicon (CMS) Alloy- 
Steel Plates for Boilers and Other 
Pressure Vessels, 572. 

Iron and Steel Filler Metal (Arc-Welding 
Electrodes and Gas-Welding Rods), 
589. 

Low-Carbon-Nickel Steel 
Boilers and Other Pressure Vessels, 
577. 

Molybdenum-Steel Plates for Boilers and 
Other Pressure Vessels, 582. 


White Lead Pigments. 
Tentative Method of Test for Relative Dry 
Hiding Power of White Pigments, 844. 
Tentative Specifications for Basic Sulfate 
White Lead, 838. 


Wire. = 


Copper and Copper Alloy Wires for Elec- 
irical Conductors. Report of Committee 
B-1, 193. 

Electrical-Heating, Electrical-Resistance 
and Electric-Furnace Alloys. Report of 
Committee B-4, 203. Discussion, 207. 

Report of the Wire Test Committee. 
Report of Committee A-5, 117. Appen- 
dix, 122. 

Tentative Methods of Testing Rubber | 
Insulated Wire and Cable, 1166. 

Tentative Specifications for: 
Copper-Silicon Alloy Wire for General 

Purposes, 689. 


Hard-Drawn Copper Alloy Wires for 


Electrical Conductors, 693. 

Insulated Wire and Cable: Class AO, 
30 per cent Hevea Rubber Compound, 
1070. 

Insulated Wire and Cable: Heat-Resist- _ 
ing Rubber Compound, 1096. 

Insulated Wire and Cable: Performance 
Rubber Compound, 1109. 

Zinc-Coated (Galvanized) Iron or Steel 
Barbed Wire, 643. 

Zinc-Coated (Galvanized) Iron or Steel ; 
Farm-Field and Railroad Right-of-— 
Way Wire Fencing, 646. 


Plates for 
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Wood. 
Timber. 
Wool. 

Tentative Definitions and Terms Relating 
to Textile Materials, 1243. 

Tentative Methods for the Identification of 
Fibers in Textiles and for the Quantita- 
tive Analysis of Textiles, 1174. 

Tentative Methods of Testing: 

Certain Wool and Part Wool Fabrics, 
1231. 

Pile Floor Covering, 1235. 

Wool Felt, 1226. 

Tentative Specifications and Methods of 
Test for Fineness of Wool Tops, 1218. 
Textile Materials. Report of Committee 

D-13, 481. 
Wrought Iron. 

Chemical Analysis of Metals. 
Committee E-3, 543. 

Corrosion of Iron and Steel. 
Committee A-5, 111. 

Proposed Revisions in Tentative Standards 
for Wrought Iron. Report of Committee 
A-2, Appendix, 107. 

Tentative Revisions of Standard Specifica- 
tions for: 

Iron and Steel Chain, 1307. 

Staybolt Wrought Iron, Hollow Rolled, 
1310. 

Staybolt Wrought Iron, Solid, 1308. 

Uncoated Wrought-Iron Sheets, 1310. 

Welded Wrought-Iron Pipe, 1308. 

Wrought-Iron Rolled or Forged Blooms 
and Forgings, 1308. 

Zinc-Coated (Galvanized) Wrought-Iron 
Sheets, 1310. 

Tentative Specifications for: 

Rolled Wrought-Iron Shapes and Bars, 
664. 

Single and Double Refined Wrought-Iron 
Bars, 649. 

Wrought-Iron Plates, 653. 

Wrought-Iron Rivets and Rivet Rounds, 
659. 

Wrought Tron. Report of Committee A-2, 
103. 


Report of 


Report of 


Y 


Yarns. 
See also Textile Materials. = © 
Tentative Methods of Testing and Toler- 
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ances for Certain Wool and Part Wool 
Fabrics, 1231. 

Tentative Methods of Testing and Toler. 

ances for Rayon, 1202. 
Yield Point. 

Yield Point of Structural Steel. 
Research Committee, 87. 
101. 

Yield Strength. 

Yield Strengths Corresponding to Small 
Percentages of Set. Report of Com. 
mittee E-1, Appendix II, 523. 

Yield Value. 

Tentative Definitions of Terms Relating to 

Rheological Properties of Matter, 1300, 


Report of 
Discussion, 


Zinc. 
Non-Ferrous Metals and Alloys. 

of Committee B-2, 198. 

Report of the Wire Test Committee. Re- 
port of Committee A-5, 117. Appendix, 

122. 

Standards and Pure Materials. Report of 

Subcommittee V, Committee E-2, 531. 

A Study of Die Design Changes for the 

Improvement of the Soundness and Uni- 

formity of Test Bars, by G. L. Werley. 

Report of Committee B-6, Appendix II, 

-Super-Purity Metals, by Thomas A. 
Wright. Report of Committee E-2, 
Appendix, 538. 
Tentative Specifications for: 

Rolled Zinc, 698. 

Zinc-Coated (Galvanized) Iron or Steel 
Barbed Wire, 643. 

Zinc-Coated (Galvanized) Iron or Steel 
Farm-Field and Railroad Right-of- 
Way Wire Fencing, 646. 

Zinc Pigments. 
Tentative Method of Test for Relative Dry 

Hiding Power of White Pigments, 844. 

Tentative Methods of Routine Analysis of 

Zinc Yellow Pigment (Zinc Chromate 

Yellow), 849. 

Tentative Revision of Standard Specifica- 

tions for Zinc Oxide, 1316. 

Tentative Revision of Standard Specifica- 
tions for Zinc Sulfide, 1316. 
_ Tentative Specifications for Zinc Sulfide 

Magnesium Pigment, 842. 
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